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eee STROMBERG-CARLSON 





All Stromberg-Carlson telephones 
now have black Vinylite water- 
proof cords. New black plastic ter- 
minal block in harmonizing design 
for No. 1243 telephone. 


TELEPHONES, SWITCHBOARDS 


TELEPHONES 





New ringer design incorporates 
Alnico Il magnets which greatly 
improve the efficiency of the sig- 
nal when the instrument is used on 
long loops. 


AND INTERCOMMUNICATION 


SYSTEMS e SOUND EQUI! 









Reduced side-tone is obtained! 
use of a new induction coil # ® 
coil capacitor assembly—a “ 

versal unit which can be used! 
all services on all types of phon ise, 


ndable—in Any Weather! Hemingray Insulators are made 
withstand severest weather. They defy rain, snow and 
et. Products of OWENS-ILLINOIS GLASS CO., many 
these famous insulators are still serving after 20, 30 and 
n 50 years. Shown is Hemingray No. 9. 

















: 
tase Drop Wire Life 30% by using GENERAL INSU Telephone Engineers Specify Philco Floté Storage Batteries for today’s full float 
TED WIRE WORKS Bronze Drop Wire. This high- service. This is the only battery with special engineering, special construction 
ductivity wire is drawn of solid non-corrosive bronze and special high-efficiency grid material for full float service conditions. With 
covered with special “armored” insulation for lasting PHILCO Floté on the job low cells are eliminated, maintenance and charging 
weather protection. It’s flexible .. . easy to work with. costs are lower. batteries last longer. To get these advantages, ask for Philco. 
s obtained! ; 
-tion coil af ing H t . | . . “ ” on on - 
mbly—a ea in 5 Seconds! Just press the Full Protection to guy strand plus added strength and Built to “Take It”! The Cook Type “O” Sub 
ed! the Weller Speed Iron Soldering life for the entire guy installation is yours when you Station Protector, with grounded Everdur hood 
in be us tip is immediately heated, ready use A. B. CHANCE CO. Thimbleye Guy Fixtures. fitting tightly to sides and bottom, is ideal 
pes of phon 8. Cain’t overheat. Adjustable, replace- The improved full, round thimbleye prevents bind- for both indoor and outdoor use. A product of 


Up pe mits close work in tight corners. ing and kinking of the guy strand. The groove fits COOK ELECTRIC CO., its low-absorbent 
y WELLER MANUFACTURING CO. the strand more snugly and prevents flattening. porcelain body prevents surface leakage. 


Dp EQUI 








FLASHES 
AND PL 


aT 


es 
vcs A 


HERE WE GO AGAIN. Telephone men seem to be real gluttons 
for punishment, for, no sooner do they solve our brain teasers than 
they turn around and submit another one. Here’s an interesting 
problem from Francis L. Miksa, switchman for the Illinois Bell 
Telephone Co., Aurora, Ill., which accompanied his correct solution 
to H. E. Clapham’s “trillions of wires” puzzler: 




















“4 25-ft. extension ladder is placed against a building by a 
telephone repairman. It just touches a corner of a six-foot square 
box set against the base of the building. How high up the wall 
does the ladder reach?” 

ee e 


I'VE BEEN ROBBED! A telephone conversation between Houston, 
Tex., sisters-in-law was interrupted rudely Jan. 8, when one of the 
conversationalists, Mrs. Charles Brand, found herself confronted by 
a man with a gun, demanding her money. 

Mrs. Brand was alone in her husband’s store. The gunman 
walked behind the counter, hung up the telephone and helped 
himself to $160 from the cash register. 

The telephone started ringing again as he ran out. 

“What's the idea of hanging up in my face?” demanded the 
indignant sister-in-law. 

“I’ve been robbed; hang up, so I can call police!” Mrs. Brand 
explained, urgently, doubtless leaving the sister-in-law more puzzled 
than ever. 

e ee 


BEYOND DUTY'S CALL: Service beyond the call of duty is the 
motto of Edith [. Post, chief telephone operator at Dover, N. H. 
As she was leaving the office for lunch Mrs. Post had a call for 
a doctor from a woman who had cut her fingers badly. 
Mrs. Post not only summoned the doctor but went to the woman’s 
house, bandaged her fingers and watched the baby until the doctor 
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RURAL TELEPHONE SERVICE 
By Power Line Carer 


By F. A. COWAN 


Transmission Engineer 
American Telephone & Telegraph Co., 


HE com- 


mercial scale of a rural power line 


first installations on a 

carrier telephone system were made 
recently by Bell System Inde- 
telephone Power 


and 
pendent companies. 


organizations in seven localities are 
participating in the application of the 
system to their rural power 
distribution lines. Further installations 


of the carrier 


carrier 


system will be made as 
rapidly as equipment can be manufac- 
tured and installed. 

The 
preceded by a series of laboratory in- 


and field 
over a period of about 10 


seven installations have been 


vestigations tests extending 
The 


pro- 
gram already have been outlined in sev- 


years. 
earlier steps in the development 
eral articles.* A significant point was 
the end of 1945 
two experimental installations of 


reached about when 


the 
carrier system were made at Jonesboro, 
Ark., and Selma, Ala., to provide tele- 
phone four 


service to customers in 


each locality. in- 
for 
about eight months, demonstrated con- 
clusively that a satisfactory rural tele- 


phone 


These experimental 


stallations, continued in service 


service can be furnished by 


means of carrier over power wires. 
At the same time, the results of the 
trials pointed the way to several im- 


provements which are being incorpo- 
ated in the carrier system now being 
manufactured. For example, it 
found that the vacuum 
the trials required 


fain 


was 
tubes used in 
replacement at 
intervals in 
dependable 


order to 


New 


frequent 


maintain service. 


tubes have, therefore, been designed for 
the current commercial installations. 
These tubes are expected to have a life 
NM service of at least one year. The 
Rial Telephone Service Using Power Line Car 
er G. W. Gilman, TELEPHONY, May 5, 1945 
” Ruval Telephone Service over Power Wires,”’ by 
* K. '!onaman, TELEPHONY, Sept. 15, 1945. 
Pic. Call Made over Bell-REA Power Carrier,” 
TELEP/IONY, Dee. 29, 1945 
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New York, N. Y. 


arrangements which had been developed 
for coupling the carrier equipment to 
the power line and for providing suit- 
able path for carrier transmission were 
found to work satisfactorily and have 
been adopted, with only minor changes, 
for the 
tured. 


system now being manufac- 

The new system is known as the M1 
carrier telephone system. It 
primarily for 
multi-grounded 


has been 


designed use on single 


phase neutral 
lines operating at voltages of the order 
of 7,000 volts. However, the results of 
field tests made during the past sum- 
mer in cooperation with the 
Electrification Administration indicate 
that, favorable the 
M1 system also may be applied to multi- 
phase multi-grounded neutral lines and 
to power without 


power 


Rural 


under conditions, 


lines neutral 


applications of 


con- 


ductors. Several this 





kind were made during late 
early 


1946 and 
1947, and will provide valuable 
data. Also, at another location arrange- 


ments are being made to apply the 
carrier system to a telephone pair, 
where additional customers are to be 


served along the route of an existing 
telephone line: Such applications may 


be attractive where the provision of 


additional wire circuits would involve 
rebuilding or rehabilitating the pole 
line. 

The principal elements of the M1 


system are shown in Fig. 1. Each car- 
rier channel includes a common carrier 
terminal, an arrangement to couple 
this terminal to the power line, similar 
coupling arrangements at a power pole 
near location and a 
terminal and 


ciated combined telephone set on the 


each subscriber 


subscriber carrier asso- 


subscriber premises. Each common ter- 





PRINCIPAL ELEMENTS OF MI CARRIER TELEPHONE SYSTEM 
FOR RURAL SERVICE 
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minal serves up to eight or more 
subscribers. Six different frequency 
allocations are available so that six 


channels may be operated simultane- 
ously over any power line section. Each 
channel requires the use of three car- 
rier frequencies in order to permit the 
satisfactory completion of reverting 
calls (calls to another party on the 
same line). The arrangements used to 
complete this type of call are shown 
schematically in Fig. 2. 

The of frequencies 
is shown in the following table: 


usual allocation 


Transmission 
From Stations 
To Common 
Terminal 


Transmission 
From Common 
a . 
7 € rminal 


Channel To Stations 


PPP 155 ke 440 and 450 ke 
ae 170 ke 410 and 420 ke 
. ees 185 ke 290 and 330 ke 
ise seis 200 ke 230 and 330 ke 
We candies 213 ke 350 and 360 ke 
ee 230 ke 380 and 390 ke 
The carrier system operates on an 


amplitude modulation double side band 
basis. The power output of the trans- 
mitting amplifiers at the common ter- 
minal and terminals is 
slightly under one watt. The system is 
designed to operate in either manual 
or dial central In the case of 
common battery manual or dial offices, 
the common terminal is connected to a 
regular rural line circuit 
ventional voice frequency 


subscriber 


areas. 


over a con- 
line. In the 
case of magneto offices, an auxiliary 
circuit is required at the central of- 
fice 


to connect the common battery 
voice frequency line from the common 
terminal to the magneto switchboard. 


From the carrier subscriber viewpoint, 
common battery signaling is provided. 

Arrangements are incorporated in 
the carrier system to permit divided 
code ringing (simultaneous ringing oc- 
curs for half the parties on one carrier 
channel). In 


order for this arrange- 











M1 CARRIER TELEPHONE SYSTEM 
FREQUENCIES AND OPERATING ARRANGEMENTS 


CHANNEL NO. 1 USED AS ILLUSTRATION 
(CHANNELS ARE COMPLETELY INDEPENDENT) 
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F°G. 


ment to function satisfactorily, it is 
necessary to connect the common ter- 
minal and each subscriber terminal to 
the same phase of the power line over 
which the system operates. Transfer 
of ringing from one side of the voice 


frequency line to the other is accom- 





FIG. 3 


2 


plished by reversing the polarity of the 
AC supply to the subscriber termina 

Where the common carrier terminals 
are located at the end of the power |in¢ 
nearest the telephone office, a separate 
voice frequency circuit is required fo! 
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Terminating Subscriber Coupling Unit 
for all End Stations 

Subscriber Coupling Unit 
for all Bridged Stations 


Terminating Coupling Unit for Ends 
of Taps where no Stationis locatea 





SCHEMATIC DIAGRAM OF PRIMARY PHASE WIRE OF RURAL POWER LINE 
ILLUSTRATING APPLICATION OF M1 CARRIER TELEPHONE SYSTEM 
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FIG. 9 


each terminal. In some cases it may be 


practicable to provide an open wire 
telephone pair (preferably copper or 
copper-steel) between the end of the 


line and the central office. In 
these cases it will be feasible to locate 
the common terminals in the central 
office and to operate up to six carrier 
channels over the telephone pair. Ar- 
rangements to couple a telephone pair 
to a multi-grounded neutral power line 
being de- 


power 


at carrier frequencies are 
veloped. 

Fig. 3 the complete common 
terminal assembly, which is arranged 
for mounting on a standard 19-in. re- 
lay rack. It occupies 10% ins. of relay 


rack space and weighs about 25 pounds. 


16 


shows 


One hundred and twenty volt AC 
power supply is required. Power 
sumption in the standby condition is 
about 15 watts and in the operating 
condition is about 30 watts. Fig. 4 is a 
block diagram showing the principal 
circuit components. Six vacuum tubes 
are required, and, in addition, four gas 
tubes are used in the ringing circuit. 
The only adjustments normally re- 
quired when the terminal is installed 
involve the voice frequency balancing 
network and a voice frequency pad. 


con- 


Fig. 5 shows the subscriber carrier 
terminal apparatus, which is mounted 
inside the subscriber premises in the 
same manner as a bell box. The equip- 
ment is housed in a plastic box approx- 








FIG. 10 





FIG. 11 


imately 12 ins. by 8 ins. by 5 ins., and 
weighs about 
nected to the combined telephone set 
by means of a 14 conductor cord. Fig. 
6 is a block diagram of the subscribe! 
terminals, coupling unit, etc. 
tubes. One 


13% pounds. It is con- 


carrier 


which uses four vacuum 
hundred and twenty volt AC is sup- 


plied from a nearby convenience outlet. 
Power consumption under the standby 
or receiving condition is about seve! 
watts, increasing 
under the transmitting condition. 


ne 


The arrangements used to coup! tl 
common carrier terminals and the sub- 
scriber carrier terminals to the powe! 
line are shown schematically in Fg. ! 
At each point a coupling capacitor }§ 
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Common carrier terminal on pole in Island Pond, 
Vt., one section beyond pole where open wire 
is joined to cable through a common coupling 
unit as well as through a standard cable ter- 
minal. Normally the common carrier terminal 
would go on the junction pole, but was prevented 
in this installation by lack of space on the pole. 


ised with a line coupling unit. Fig. 7 
shows one method of mounting the 
coupling capacitor on a power pole. 
The capacitor which now is available 
s rated 2,000 microfarads, 8,700 volts 
AC and is a glass tube, oil-filled paper 
init 18%4 ins. long and 2% ins. in 
diameter, weighing approximately 312 
pounds. The capacitor is protected by 
a one-ampere fuse. The coupling ca- 
pacitor will meet the electrical require- 
ments of AIEE Standard No. 31, Jan., 
1944, for apparatus to be connected to 
power circuits with a line to ground 
voltage not exceeding 8.66 kv. 

Four types of line coupling units 
have been made available for use with 
the coupling capacitor. Each of these 
is contained in a pole-mounted weather- 
resistant box of the type shown in Fig. 
y. These boxes are 6% ins. by 11% ins. 
by 4% ins. and weigh approximately 
10 pounds when equipped. The four 
types of coupling units include: 

(1) Subscriber coupling unit is used 
to couple a subscriber terminal located 
at any point on the power system ex- 
cept at the end of the main section 
equipped for carrier or at the end of 
a tap. The unit includes a broad band 
filter which provides a low impedance 
path to ground for 60-cycle current 
flowing through the capacitor, trans- 
mitting and receiving filters associated 
with the particular channel used by 
the subseriber terminal, a relay to con- 
nect the transmitting filter only during 
the times when the station is in serv- 


ce, and the necessary protection. A 
short cireuiting switch is provided for 
grounding the bottom end of the ca- 


pacitor whenever any work is done on 
the coupling unit. 

Common coupling unit for cou- 
me or more common carrier ter- 


mi to the power line. This includes 
on broad band filter, protection and 
shor! cireuiting switch. 


Terminating coupling unit 


wi is used at ends of taps over 
wh carrier is transmitted, when no 
Stat is located at the end of the tap. 
This the same as the common cou- 
oe nit with the addition of a ter- 
nin: o 


g resistance. 
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(4) Terminating subscriber coupling 
unit, which combines the functions of 
(1) and (3), above. 


Fig. 9 shows schematically the type 
of treatment which is required to pro- 
vide a satisfactory carrier frequency 
transmission path over the power line. 
In addition to the coupling units de- 
scribed above, four types of series 


chokes are used, as follows: 


(1) Isolating choke (1) used for sec- 
tionalizing the main line to prevent 
carrier transmission beyond the loca- 
tion of the common terminal or beyond 
an exchange boundary. This choke, 
which is shown in Fig. 10, is rated 10 
millihenries at 10 amperes continuous 
AC (short circuit current 500 amperes 
for one second). It is 2 ft. 1 in. in 
over-all height, the tank is 8 ins. in 
diameter, and the total weight is about 
60 pounds. The choke is designed for 
pole mounting, but a simple support 
assembly is available for crossarm 
mounting. 

(2) Tape choke (C) used to isolate 
a branch line from the main power 
feeder, where carrier transmission over 
the branch is not desired. This choke, 
shown in Fig. 11, is rated 2.5 milli- 
henries at four amperes continuous 
AC (short circuit current 500 amperes 
for one second) and is arranged for 
mounting on the end of an insulator 
attached to a through bolt, as shown 
in Fig. 11. The tap choke is about 9142 
ins. in diameter and weighs about nine 
pounds. 

(3) Transmission choke (T) similar 
in physical characteristics to the tap 
choke but rated 0.6 millihenry at four 
amperes continuous AC (short circuit 
current amperes for one second). This 
choke is used in series with a branch 
over which carrier transmission is de- 
sired. Its function is to provide the 
proper division of carrier energy be- 





Isolating choke on crossarm and two subscribers’ 
coupling units on a pole near Island Pond, Vt. 


tween the main line and the branch. 
(4) Transmission choke (P) rated 
0.3 millihenry, but otherwise similar to 
the 0.6 millihenry choke. This choke is 
used instead of the 0.6 millihenry unit 
where it is desirable to permit more 
carrier energy to flow over the branch, 
while tolerating a higher bridging loss 
to transmission over the main line. 
Where carrier channels operating at 
the same frequency are to be used on 
adjacent sections of the same power 
system, it will be necessary to provide 
sectionalizing networks to prevent 
crosstalk between the channels. While 
the design of these networks has not 
been fully worked out yet, they will 
consist of the isolating coils described 
above as series elements and coupling 
‘apacitors used as shunt elements. The 
(Please turn to page 36) 


ere 





Installation in the home of Gordon A. Griswold, Norton Mills, Vt. Wall box at left contains 
subscriber carrier terminal equipment, box being 13 ins. x 8'/2 ims. x 5'/4 ins. 
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HE magazine, Michigan Bell, re- 
ports that time calls from telephone 
ratio 
of about two to one. The time inquiries 


users lead weather calls at a 


maintain a fairly constant level with 
a daily total throughout the state of 
about 195,000 calls, but weather calls 
jump up and down wildly with fluctua- 
tions in the temperature. An unseason- 
able 98 degrees produced 137,000 calls 
from Detroit one June day in 1944. The 


thermometer fell to a normal 93 the 
next day when the weather calls 
dropped to 44,000. 

eee 


A recently designed frequency meter 
should prove extremely popular in the 
telephone field. This is a direct 
ing instrument designed to 
frequencies in the audio and supersonic 


read- 
measure 


spectrum. 

Seven overlapping ranges are avail- 
able for frequency determination be- 
tween 20 to 100,000 cycles per second. 


This 
especially should prove useful for tele- 


lightweight gasoline engine 
phone companies in the operation of 
portable tools on the line job. Except 
for a few parts such as piston rings, 
crankshaft, bearings, ete., it is con- 
structed entirely from aluminum. Its 
ins. x 11 ins. x 14 


ins. and it weighs but 16 lbs. It 


dimensions are 812 
runs 
three hours on a tank, four-tenths gal- 
lons of gasoline. This is a two-cycle 


engine which develops three-fourths 


HP to one HP, depending on speed. 








A new type of 
tem, featuring a 
alternator, 
veloped for six and 12-volt service on 
all types of motor requiring 
extra high current output at low and 


AC generating sys- 
revolutionary appli- 
de- 


cation of an has been 


vehicles 


high speeds to maintain batteries. 
The need for such a system first was 
Police 


voiced by police departments. 


cruisers carrying radio, 


lights, 


two-way 


flasher sirens and other elec- 


trical accessories not maintain 
DC 
recharging. 


The undercharging, accentuated by the 


could 
their batteries with ordinary 
without 


gen- 


erators frequent 


cruisers’ frequent use of accessories 


while standing still or moving at very 


slow speeds, caused many police de- 


install freshly charged 


batteries each day. 


partments to 





The chief advantage claimed for the 
system is its ability to deliver 25 to 
35 amperes at engine idling speeds and 
from 12 to 15 
hour to top car speed. 


60 amperes miles per 
The AC system consists of alterna- 
tor, voltage regulator and rectifier. The 
alternator is of simplified design, hav- 
ing no commutator or 
ture windings. 
The 


pounds, which 


rotating arma- 
six-volt weighs 40 
is somewhat less than 
conventional DC equipment of compar- 
able output. The 12-volt system weighs 
42 pounds, which is about 60 per cent 
less than the weight of comparable DC 
equipment. When the correct drive 
ratio is provided, the 12-volt equipment 


system 
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delivers 100 amperes at engine spe 
as well as full engine speed. 


When this AC 
radio receiving, 


system is used wit 


two-way radio, 
mobile radio telephone, both the six a 
12-volt systems hold radio noises to a: 
absolute minimum, due to the absenc: 
of commutation and brush sparking 
the alternator. Maintenance of storag: 
batteries in near fully charged con: 
tion, made possible by the proper uss 


of the AC system, eliminates “fade 
out” and range reduction problems 
which tend to extend the life of ra 


equipment. 
e e@« e@ 


A party of our acquaintance ordered 


house 


a telephone installed in a new 


The instrument was installed, but 


friend was advised that for the time 
being he would have outgoing service 
only. Toll calls could be made and 
would be billed in the usual man: 
but local service would be free 
such time as incoming service could be 
provided. This station was connected 


on a party line, but a second numbe 
could not be provided for incoming 
service. 


This is just another example 
going all out te 
provide maximum service, despite the 


difficulties of 


telephone company 


shortages in facilitie 


ee @ 

How well do we remember a fev 
years ago when the United States 
passed the 20,000,000 mark in. tele- 
phones in service? At that time, 
were of the opinion that we _ had 
reached the saturation point. 


however, our Independents have abr 
6,000,000 and the AT&T 25,700,000, 
about one telephone for every five pe?- 


sons. This represents about 58 per ce 


of the world’s telephones. 
eee 


The FCC called a Washington WS- 
paper reporter on the carpet recent!) 
for using improper language 
mobile telephone. This type of service, 
it is understood, comes under the samé 
requirements as radio broadcast se: vic 
and is monitored in like manner by the 
FCC. 
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Telephone and telegraph industries should present Congress 
with a definite bill concerning their separation from so-called 
luxury items, especially since state and city legislatures seek to 
levy new utility taxes. . . . Mr. Welch sees danger of “tem- 
porary’ excises growing into permanent federal habit. 


i HISPERING HOPLP’”’ is 
about the only thing which 
seems to be left of the fine 

prospects, early this year, for a remis- 

sion of at least part of the wartime 
excise taxes on telephone and telegraph 
rates. Last week in this department 
your correspondent analyzed why the 

Republican leadership in Congress sud- 

denly reversed its earlier indication 

that these taxes would be permitted to 
expire automatically six months after 
the proclaimed official end of hostilities. 

It was simply a choice between helping 

the taxpayers at large (who know to a 

penny how much they have to pay) and 

helping the telephone subscribers and 
others who have only a confused no- 
tion that they are paying an extra tax. 

This week Harold 
Knutson (R., Minn.), chairman of the 


House 


deavored to assauge the feelings of the 


Representative 
Ways & Means Committee, en- 


telephone and telegraph industries with 


a rather general but entirely informal 
promise that his committee would take 
ip the matter of special excise taxes 


as soon as the income tax and budget 
bills are out of the way. But this well 
may take until the end of March. Even 


then, it is all very indefinite and it 
WO be entirely unsafe for any tele- 
Phone company to plan on excise tax 
rehet by next July 1. 

On the contrary, the Grant Bill to 
ext these excises beyond the July 1 


date has been making steady progress 
thi h the house and was 
sche ed this week to pass the House 
inde’ a three-hour limitation of de- 
hate nd a gag rule forbidding all 


lower 


ame nents from the floor. Whether 
the ate, which has no limitation on 
debat and no restriction on amend- 
ments will be disposed to make any 


chang. is very doubtful. The Demo- 
Crats ho are stronger in the Senate, 
are posed to go along with Presi- 
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dent Truman’s request to the effect 
that a continuation of the excise taxes 
is needed for federal government rev- 
enues. The Republicans in the Senate 
are looking at it a great deal like the 

tepublicans in the House; namely, a 
necessary sacrifice to a more popular 
general income tax reduction. 

Just the same, it is not too soon for 
the telephone and telegraph industries 
particularly to be organizing their lines 
of argument in an effort to convince 
Congress at this session that the com- 
munications industries should be sepa- 
rated once and for all, for tax pur- 
poses, from their present unfortunate 
association with the so-called luxury 
items. It is the considered judgment of 
your correspondent that a great ma- 
jority of the members of the 80th 
Congress would be disposed favorably 
towards legislative amendments that 
at least would put the telephone and 
telegraph excise taxes in a different 
category from the liquor, fur, jewelry, 
cosmetic and night club trades. It is 
only a question of getting the right 
sort of presentation of a definite bill 
before the proper committees of the 
Congress. In other words, there is a 
good chance to take Representative 
Knutson at his word. 

It is understood that 
admitted, in an 


Knutson has 
informal discussion 
with other House members, that the 
continuation of the present high excise 
taxes on telephone and telegraph and 
railroad and bus passengers—on the 
same basis as luxury taxes 
equity.” 


is an “‘in- 
He is reported to have agreed 
that a legislative correction for this 
“inequity” should receive early consid- 
eration of the Congress. If that is the 
way he feels, and there is little doubt 
that he is sincere about it, now is the 
time to start giving the matter a push. 

It may not be possible to secure the 
remission of the entire amount of the 


@) vy 
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wartime 


excises. But if they 
even reclassified as “temporary utility 


were 


taxes,” or some such separate category, 
with a time limit put upon them, these 
essential public service industries would 
not stand in as difficult a position as 
they do today. There is no reflection 
intended here, of course, on perfectly 
legitimate luxury business. It is simply 
the suggestion that the time has come 
to end the patchwork expedient of 
lumping all these lines together for tax 
purposes. 

Taxes have a way of clinging and 
growing if they are not watched con- 
stantly and probed periodically. Like 
the tiny barnacles which gradually at- 
tach themselves to the mightiest ship, 
they can with- 
out attention or correction, seriously 
interfere with the navigation of a busi- 
ness in troubled financial waters. 


over a course of time 


Another reason why the telephone 
companies in particular must watch the 
danger signal on their tax pressure 
gauge, this year, is the fact that state 
and local governments are looking for 
tax targets too. This year, 44 out of 
18 state legislatures are meeting in 
their most of 
right now. Re- 
ports coming into Washington from the 
various state capitals so far have indi- 


biennial sessions and 


them are in session 


cated six states where bills to levy new 
utility taxes, including telephone taxes, 
either have been introduced or are in 
the process of preparation. There may 
be more. 

A good example of how insidious a 
thing such special business tax growth 
may be is seen in the recent message 
to the legislature by Governor Dewey 
of New York. Governor Dewey stated: 


“The present tax structure that pro- 
vides our revenue incorporates six dif- 
ferent taxes carried as ‘emergency’ 
levies. They are the gross receipts 
utilities tax, the unincorporated busi- 
ness tax, one-half of the motor fuel 
tax, one-third of the liquor tax, the 
cigarette tax and one-fifth of the in- 
heritance and estate tax. In connec- 
tion with my budget proposals I will 
recommend that these ‘emergency’ 
levies be made a permanent part of our 
tax structure.” 

(Please turn to page 22) 
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It may look pretty. No doubt it’s equipped with all the engineering and operating features 
you’ve dreamed your new board would have. These things are very important. How it’s 
made is just as important. And how it’s made depends on who makes it. There’s Sally who 
wound the relays, Joe who fitted the face equipment into the cabinet, John who laid out the 

cable, Steve who tested the board twice, and even Carl and his gang who made sure that all 
was packaged properly for safe shipment. These people are proud that they work for Leich. 
They are rightly enthusiastic about their skill and expertness. They are eager and willing to 
go to the extra trouble necessary to do their job right. For they know that they are making 
the best ‘‘sosh darn’’ switchboards that were ever made. And... a lot of telephone men 
using Leich switchboards will tell you... . . these Leich folks are right. Leich Sales 


Corporation, 427 W. Randolph St., Chicago 6, Illinois. Y Hf 
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Commenting upon this passage in the 
governor’s message, the alert and well- 
informed secretary of the New York 
State Telephone Association—Don W. 
Walker—stated in a 
his membership: 


recent release to 


Since 1937, the 2 per cent tax on 
utilities has been imposed from year to 
year as an emergency tax and, although 
some members of the legislature pre- 
viously have introduced bills to make it 
become a permanent tax, this is the 
first year that the governor has recom- 
mended that it become a permanent 
tax. The emergency tax first was im- 
posed as a measure to take care of a 
state relief burden, which prevailed 
when this law was first enacted, and it 
has been recalled that when the emer- 
gency tax was first put into the stat- 
utes under the Democratic administra- 
tion, the Republican party strongly 
objected on the basis that such emer- 
gency taxes were likely to become em- 
bedded into the financial structure of 
the state and become permanent. The 
irony of the matter is that the present 
administration now is recommending 
that it become a permanent tax.” 


Even the cities are out to scalp the 
utilities if they can. Last month the 
city council of Denver, Colo., levied an 
additional $30,000 in taxes on the 
Mountain States & Tele- 
graph Co. About the same time, the 
city council of Baltimore attempted an 
even larger levy on all utilities, but 
the local newspaper—the Baltimore 
blew up this situation so 
that the city council ran for 
cover and repealed the tax. Ohio cities 
now are trying to get around a state 
court decision which knocked out their 
special taxes on utilities, running into 
seven figures. 


Telephone 


Sun vio- 


lently 


The fact that a good many telephone 
companies going after rate 
increases (the Bell System either had 
filed or put 


now are 


rate increases in effect in 
19 states as these lines were written) 
is making state and local governments 
more disposed than ever to ‘get back’”’ 
something—as they see it—by way of 
tax revenues which the ratepayers may 
have to ante up, by way of rate in- 
creases. 

It is understandable, of course, why 
the various should be 


more tax 


cities looking 
The 
cost of city government has been going 
up all over the 


around for revenues. 
country. Policemen, 
firemen, schoolteachers, sanitation em- 
ployes and others all have had to have 
wage increases to match the rising cost 
of living. But it does not follow that 
telephone companies, which had had 
(and are having) their share of rising 
operating should have to 
make their business bear the brunt of 
additional tax levies. 


expenses, 


However, these are matters which 
individual telephone companies will 
have to fight out for themselves in the 
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COMING CONVENTIONS 


lowa Independent Telephone 
Association, Hotel Ft. Des Moines, 


Des Moines, February 5 and 6. 


Texas Telephone Association. 
Plaza Hotel, San 


11. 12 and 13. 


Antonio, March 


Kentucky Independent Tele- 


phone Association, Brown Hotel, 
Louisville, March 26. 

Illinois Telephone Association, 
Hotel Pere Marquette, Peoria. 
April 3 and 4. 

Nebraska Telephone Associa- 


tion, Hotel Lincoln, Lincoln, April 
8 and 9. 


United States Independent 
Telephone Association Executives” 
Conference, Edgewater Beach Ho- 
tel, Chicago, April 14 and 15. 


Association 
(no hotel selected). May 7 and 8. 


Indiana Telephone 


United States Independent Tele- 
phone Association, Stevens Hotel. 


Chicago, October 14. 15 and 16. 


Missouri Telephone Association, 
Hotel. 


November 17 and 18. 


Governor Jefferson City. 











various cities, and which the state tele- 


phone associations will have to work 
The fact re- 
government is 


in a position to assist the situation 


out in the state capitals. 
mains that the federal 
now that the war is over and the other 


wartime emergency provisions have 
either expired or are being permitted 
to expire. It may be that a 


continuation of the excise 


argued 
high 
taxes after July 1 is something like a 
breach of faith on the part of the fed- 
eral government, in view of assurances 
made back in 1943 that they were only 
going to be temporary. Unless this 
situation is policed very definitely, there 
is even some danger that the “tempo- 
rary” 


war 


excises will grow into a perma- 
nent federal fiseal habit—just as it 
apparently did in New York State. 


The satisfied 
scriber in Washington, D. C., today, is 


most telephone  sub- 
a small shop toy manufacturer by the 
name of Thomas O. Morarre. The rea- 
son he is walking around with a big 
grin and saying nice things about the 
Chesapeake & Potomac Telephone Co. 
is the fact that he credits the telephone 
company with a large assist on his 
recent windfall winning of $1,000. This 
prize of $1,000 was part of the weekly 
“Pot of Gold” program on a nationaé 


broadeasting network operating out o 
New York City. 

The idea of the program, as man 
readers of this department doubtles 
are aware, is to select at random 
telephone number out of various tel 
phone directories (both Bell and Ind: 
pendent companies) all over the cou 
try. A strip tease technique is used, 
as to keep the listener tuned in unt 
the last minute. First, the particul: 
telephone book is selected by a spinni: 
wheel, which turns up a code numb 
Then the page, and finally the partic 
lar name on the page, are turned 
in the same way, with music and jol 
in between. 


Then the master of ceremonies ¢a 


the party whose telephone number has 


been selected, in a conversation w 
is heard over the network program. 
the party 
money 


does not answer, the p 
into the 


sweetened for the 


goes back pot, wl 
accordingly is 
lowing week. 
Last week, the Pot of Gold raint 
happened to strike the city of W: 
ington for the first time in years. Thi 
telephone number selected was the 
dence of Mr. Morarre at 
N. W. Mr. 


He was at his toy 


Morarre was not at hor 

shop, a few blocks 
away, where he had been staying du 
ing a temporary absence of his famil; 
He also had left with the tele 
phone company to 


word 
reroute “importa 

calls” from his residence, so as to mak: 
them business tele 


come through his 


phone during this temporary period. 
That is what happened, when the P 

of Gold ecall came through; and M 

Morarre won $1,000. Needless to 

he thinks the local telephone service is 


“just swell.” 


Up until the 
companion to the 


present writing, 

Hill Bill had bee! 
introduced in the House of Representa- 
tives. Last year the Alabama repre- 
sentative who introduced a companio! 
to Senator Hill’s measure to authorize 
REA loans for rural telephone service 
in the 79th Congress did not return (0! 
the 80th Congress. He is 


sentative Luther Patrick, who lost out 


ex-Repre- 


in the Alabama primaries last spring. 

But there was another bill on the 
subject in the 79th Congress, very 51 
ilar to Representative Patrick’s B 
and Senator Hill’s bill—a bill by |ep- 
Poage (D., Tex.). This 
year, Representative Poage is back i! 
the 80th Congress. But he is 1 so 
sure that he is going to introduce 4 
companion piece to the Hill Bill or any 
thing like it. He is still interested an¢ 
studying the matter, but he say- he 
wants to make what the ura! 
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resentative 


sure 
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‘ectrification co-ops really want to do 
ibout it, before he sponsors any more ORIENT-TASHUN by Stucky 
egislation. 


oven —— 
At a recent meeting in Washington, ee re 
‘an 



















he executive committee of the National ah iil 
tural Electric Cooperative Association 
(NRECA) established a rural tele- 
hone committee. This does not mean 
at NRECA, the principal lobby or- 
vanization for REA funds and REA 
egislation, has taken any especially 
enewed interest in the Hill Bill or its 
jjectives. The NRECA executive com- 
mittee simply acted pursuant to a reso- 
tion which had becn passed in the 
nual convention of the NRECA in 
Buffalo last winter. 


segment it At a mepate 
We 





gi et Me 
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This resolution instructed the NRECA 
) investigate the rural telephone situa- 
tion through a special committee set up 

that purpose. The NRECA does 
not seem to be in too great a hurry 
about it. The executive committee 
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earlier this month merely named the 
chairman of the new committee, T. W. 
Henderson of Aiken, S. C. The balance 
of the committee, which will be selected 
t from the various “regions” of NRECA 

uughout the country, may await 

ther organization at the NRECA 
annual meeting in Spokane on April 
Incidentally, Aiken, S. C., is one of 


, 








e seven original testing locations of 
the REA “earrier telephone” device. 
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Speaking of carrier telephones, a 








Ml. new use for this electronic device was 
Pot found last month by the Georgia 
Mr. Power Company. Encouraged by the 








say, success of the private use of its power 
S lines to transmit telephone messages, 


NETW locals are continuing the voting idea and a scrap well may result in 
the company offered its “high line” 


on membership in the new “one na- New York City. The AFL Commercial 
facilities to the State Department of tional union” to replace the present Telegraphers Union, which represents 
Forestry as a warning system in spot- loosely confederated NFTW. Union about 50,000 Western Union workers 
tng forest fires. The state accepted, officials estimate that by the end of outside of the New York City area, has 
J and predicted that henceforth a forest February, more than half of the pres- moved into Manhattan and thrown 
nee! fire could not remain undiscovered in ent claimed union strength (approxi- down the gauntlet to the rival CIO 
enta the state. One wag commented that mately 224,000) will have filed for American Communications Association. 
eer the supplementary telephone facilities membership in unified Communications The CIO group, which has organized 
— vould enable Georgians to keep in- Workers of America. the New York city region, was origi- 
i formed on the whereabouts of all their The NFTW headquarters is mighty nally quite strong, judging from the 
m Sovernors. proud these days over an honor re-- returns of the National Labor Rela- 
; si ee ¢ @ cently conferred on its dynamic young’ tions Board election held several weeks j 
agen! president, Joseph A. Beirne. He was ago. But an ineffectual five-week strike i 
abe Along the labor union front pre- picked by the United States Junior last winter, characterized by outbreaks : 
pring: liminary negotiations are now under Chamber of Commerce as “one of the of violence and charges of Communist 
n the Way on 1948 contracts between Bell year’s 10 vsetarngee ea young men.” leadership, may have weakened the : 
y si System companies and local divisions Beirne, who is only 35 years old, stands CIO hold on the Manhattan telegraph 
Bill of National Federation of Tele- 6 feet 2 in his stocking feet, is quite workers. The AFL union leaders seem i 
dc. » pho Workers (NFTW). These are a dapper figure in addition to being an to think so anyhow, and are pushing 
rhis exploring the ‘“10-point” bargaining able character. their appeals on the basis of “one na- i 
ack Mm prog:am of the NFTW, released sev- The telephone industry seems to be tional union” to upset the CIO apple 5 
not © eral veeks ago. At the same time, going in for this “one national union” cart. ; 
hice a j 
yy any- ’ 
ed and >> The state radio-technical works in Warsaw. Poland, expects in 1947 to produce 60,000 
a he telephone sets; 20.000 wireless receiving sets: 35.000 loudspeakers for relay units, and 1,200 
ival 


Morse telegraph apparatus. 
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HOW R-C-X WORKS: 


Operation is simple. The subscriber ''rings in,"' and his 
call is automatically transferred by the R-C-X, over a 
“control trunk,'’ to an operator in a control exchange 
at some distant point. The desired number is given, and 
the operator dials it back over the control trunk to the 
R-C-X. The circuit is completed, and the “control trunk’’ 
is released, ready to receive another call. 


R-C-X Switchboards are available in capacities up to 
80 lines, and 2 toll trunks. One or two control trunks are 
provided additionally, and control equipment can be 
switched to one of the toll trunks, if necessary, to insure 
continuity of service. 
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Smithfield, Neb., Company 
institutes Emergency Rates 

The Smithfield (Neb.) Mutual Tele- 
phone Co. has been authorized by the 
Nebraska State Commission 
to increase its farm rates from 75 cents 
to $1.50 a month; residence rates from 
$1.00 to $1.50, and business rates from 
$1.25 to $2.00. 


Railway 


The company has 60 farm, 19 resi- 
dence and eight 
Company ownership of property is 
limited to the exchange switchboard 
and telephone lines in the village, all 
other property 


business subscribers. 


being owned by sub- 
scribers. 

Operation has been at a loss for sev- 
eral years, it was stated, and efforts to 
find a buyer have been fruitless. Of- 
ficers testified that the new rates will 

indefinite 
company 


not allow continuance, but 
that the might be able to 
continue until other arrangements are 
made. They said that $200 will have 
to be borrowed at once for repairs or 
they would be foreed to close the ex- 
change because of worn out equipment. 

The commission found that the com- 
pany has a total fixed investment of 
$2,180 and that the new rates, giving 
effect to wage increases, will leave a 
balance of but $25.79. Being an emer- 
gency, the new rates become effective 
Feb. 1. 


VV 


U. S. Treasury Asks to 
Intervene in Rate Case 

In a petition to the Maryland Public 
Service Commission, the United States 
Treasury Department Jan. 20 asked 
authority to intervene in the case in- 
Volving the request by the Chesapeake 
& Potomae Telephone Co. for increased 
rates. (TELEPHONY, Jan. 4, p. 25.) 

The Treasury Department’s petition 


states that the federal government is a 





substantial user of telephone service in 
Maryland, and that the proposed in- 
freases would add approximately $75,- 
00 to its annual bill of $330,000. 

Hea: ings on the telephone company’s 
‘eques' for a temporary rate increase 
‘egan jan. 21. In presenting the case 
for thi company, Clarence W. Miles, 
ts cou: sel, stated: 
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“The unprecedented low return which 
the company now is earning is in the 
face of the fact that since 1936 the 
number of telephones in this state has 
more than doubled, the annual gross 
operating revenues of the company 
have increased approximately $19,000,- 
000 and the company’s investment in 
its plant has increased approximately 
$40,000,000, 

“Tt, nevertheless, today finds itself in 
a situation where its net operating in- 
come for 1946 is in excess of $1,000,000 
less than it was in 1936, when present 
rates became effective.” 

After referring to its present op- 
erating income as less than is required 
to produce a reasonable return on the 
value of the property and after citing 
the law of Maryland permitting tem- 
porary rate increases, Mr. Miles as- 
serted that even the temporary rates 
sought “would produce less than the 
company is entitled to 
the statute.” 


receive under 


Company counsel stated that it is 
faced with 44,000 unfilled orders for 
telephones and with the need of spend- 
ing more than $47,000,000 in expan- 
sions and improvements in the next two 
years. He added, “Since 1936, the date 
you last reduced our rates, the com- 
pany’s operating have in- 
creased approximately 207 per cent and 
its payroll expense is 288 per cent in 
excess of 1936.” 


expenses 


The payroll increase represents a 61 
per cent rise in weekly wages and a 
115 per cent increase in personnel, Mr. 
Miles said. 

A request by People’s Council Philip 
H. Dorsey, Jr., for dismissal of the 
Chesapeake & Potomac Telephone Co.’s 
petition for temporary rate increases 
opened the hearing. 

He pointed out that the statute per- 
mitting such relief was designed to 
prevent delay of an investigation which 
might force a utility into receivership 
or seriously impair its 
tegrity. 


financial in- 


He stated that the authority granted 
has never been exercised by the com- 
mission and has never been sought by 
a utility except in the instance when 


fit) sremwemren gee war campeenimee MAO SOREN it oN Oy oy 





the United 


Railways was faced with 
receivership and even then the commis- 
sion denied the application.” 


Such an increase, if granted, would 
form a “dangerous precedent,” Mr. 
Dorsey said. 

Through its corresponding secretary, 
James H. Ford, the 
County Civie 
asked 


Prince 
Federation also has 
permission to intervene in the 
telephone-rate case. 
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Decatur, Ill., to Enter 
Fight Against Rate Boost 

An ordinance under which the city 
of Decatur, Ill., would join and aid 
financially a “Committee of Defending 
Municipalities in the Illinois Bell Tele- 
phone Co. Case” was placed on file by 
the city council Jan. 23. (TELEPHONY, 
Jan. 25, p. 25.) 


Georges 


The ordinance includes provisions 
that Decatur, like other municipalities 
joining in, will help set up a defense 
fund by making an initial contribution 
of one cent per capita, and will pay its 
proportionate share of subsequent ex- 
penditures, month by 
case is pursued. 


month, as the 
The Illinois Commerce Commission 
Feb. 3 for the 
cross-examination of Illinois Bell rep- 
resentatives by municipalities in the 
telephone company’s petition for higher 
rates. 


will resume hearings 


Vv 


Lookeba, Okla., Firm Gets 
Increased Rates 

At the close of a hearing Jan. 22 on 
the application of the Lookeba (Okla.) 
Telephone Co. for increased rates, the 
Oklahoma Corporation Commission, in 
an oral decision, granted the applica- 
tion. (TELEPHONY, Jan. 22, p. 34.) 

B. Richardson, telephone engineer, 
and Paul Reed, general auditor and 
rate analyst of the commission, rec- 
ommended the approval of the rates 
asked for by H. C. Weaver, manager, 
principally on the grounds that present 
revenues of the company were insuf- 
ficient to meet expenses and bring a 
fair return. Present and new rates are: 
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Present New 
Monthly Monthly 
Business, one-party....$2.50 $2.75 


Metallic business, rural 

multi - party (none 

now in service)..... isi 2.25 
Business, rural-switched, 


subscriber owned.... .33%; 0 
Business, rural-switched, 
company-owned ..... 0 “15 


Residence, one-party... 1.25 1.50 
tesidence, four-party.. 1.00 1.25 
tural residence, multi- 

party (none in serv- 

=e Seer 2.00 
Rural residence, 

ae 33's 0 
Residence special, 

Oa eee 1.00 1.25 
Residence, rural 

switched, com- 

pany owned......... 0 75 

VV 

Stafford, Ore., Delays 
Action on Service 

Decision to withhold action tempo- 


rarily on attempts to get improved 
telephone service was made Jan. 17 by 
patrons of the Stafford, Ore., exchange 
of the West Coast Telephone Co. 

Attempts to obtain a trunk line con- 
nection with the Oregon city exchange 
of the Pacific Telephone & Telegraph 
Co. and discontinue patronage of serv- 
ices of the other company is expected 
to be made as soon as the Public Util- 
ities Commissioner’ of Oregon has is- 
sued a decision on the latter utility’s 
request for rate increases, according to 
Lloyd A. Read, member of a committee 
proposing the change. 

A hearing on the West Coast com- 
pany’s request was held recently in 
Portland, and Stafford residents testi- 
fied in opposition to the proposed rate 
increase, scoring what they termed “in- 
adequate” service. 


Vv 


Higher Rates in Mississippi 
Asked by Southern Bell 

An application by Southern Bell Tele- 
phone & Telegraph Co. for a 12% per 
cent increase in intrastate rates was 
filed Jan. 16 with the Mississippi Pub- 
lic Service Commission. 

The application asked an increase 
for local service on a sliding scale, de- 
pending on the size of the locality, and 
an increase on intrastate long distance 
calls by five to 10 cents a call. 

T. E. Harris, the company’s Missis- 
sippi manager, declared the firm’s earn- 
ings “have dropped to a dangerously 
low point, despite the fact the company 
is doing the greatest volume of busi- 
ness in history.” 

The company’s petition said expenses 
in Mississippi had climbed 148 per cent 
since July, 1940, “while revenues in- 
creased only 116 per cent,” and payroll 
costs increased 265 per cent. The com- 
pany said it had 
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3,800 employes in 


Mississippi, representing an increase 


of 124 per cent since 1940. 

The petition said the requested rate 
increment would not produce all the 
added revenue that current costs indi- 
cate is needed, but that the company 
hoped its operating experience under 
the requested rates would prove them 
to be sufficient. ; 


Vv 


Chesapeake & Potomac Co. Gets 
Virginia Rate Hike 

The Virginia State Corporation Com- 
mission on Jan. 16 approved rate in- 
creases for the Chesapeake & Potomac 
Telephone Co. (TELEPHONY, Jan. 11, 
p. 22.) 

The commission granted across-the- 
board telephone service charge hikes 
requested by the Chesapeake and Po- 
tomac company. 

The telephone rate boost, which will 
increase the company’s gross revenue 
by approximately 10 per cent annually, 
went into effect Jan. 21. 

The company had asked for the in- 
creased rates to offset sharply rising 
costs of labor and materials. 
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Coleridge, Neb., Company 
Gets Higher Rates 

The Nebraska State Railway Com- 
mission has granted the application of 
the Coleridge (Neb.) Telephone Co. to 
put into effect as of February 1, the 
following increased schedule of gross 
rates: Business, individual, company 
owned, from $2.50 to $3.00 and where 
subseriber owned, from $2.25 to $2.75; 
business, party, company owned, from 
$2.25 to $2.75 and from $2.00 to $2.50 
where subscriber owned; residence, in- 
dividual, company owned, from $1.75 
to $2.00, and where subscriber owned 
from $1.50 to $1.75; residence, party, 


company owned, from $1.50 to $1.75 
and subscriber owned from $1.25 to 
$1.50; farm, company owned, from 


$1.80 to $2.05, subscriber owned, from 
$1.65 to $1.90; business extension, from 
75 cents to $1.00, and residence exten- 
sion from 50 cents to 75 cents. 

The company is owned by Louis C. 
Doals, who acquired it in 1936, since 
which time he metallicized all 
services, substituted underground cable 
in town, removed distribution facilities 
from streets to alleys and rehabilitated 
the rural distribution system. The 
Coleridge Commercial Club has ap- 
proved an increase. Mr. Doals told the 
commission that farmers also had con- 
sented to paying more for improved 
He said that it had been dif- 
ficult to obtain needed help at present 
wages and that a higher scale is neces- 


has 


service. 


sary. 


a 


For the 12-month period ending wi 
October 31, 1946, subscriber revenues 
were $7,263, toll $2,587 and misc 
laneous $275, a total of $10,125, wh 
total telephone expenses were $8,6 
leaving a telephone operating inco 
of $1,490 and a return, after taxes anid 


interest, of $915. The new rates, the 
commission estimates, will incresse 
total revenues to $11,506. Taking into 
account wage increases and other 


higher costs, the estimated net return 
will be $690 on a total net investment 
of $23,194. The company serves in ex- 
of 400 
rural. 


cess subscribers, half of them 
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Birmingham, Ala., Gets 
Mobile Radio-Telephone 

Radio-telephone service was placed it 
commercial use in Birmingham, Ala., 
Jan. 21 by the Southern Bell Telephone 
& Telegraph Co., as company officials 
predicted greater usage of that type of 
communication equipment in the future 
in that area. 

A public test of the equipment was 
made here under the direction of F. M 
Malone, state manager of the company, 
and R. E. Simmons, district manager. 
Mr. Malone placed a call and talked 
with Gordon Persons, Alabama Public 
Service Commission president, at Mont- 


gomery, and Mr. Simmons talked to 
R. J. Abbaticchio, special agent in 


charge of the Birmingham FBI, while 
both 
hicles. 


were traveling in company ve- 

The mobile radio-telephone units will 
operate over an area of about 20 miles, 
Mr. Malone explained. The _ installa- 
tion cost is $25 plus $15 monthly rental 
and a minimum monthly toll charge of 
$7.00. The monthly charges will cove! 
the first 
tional charge of 30 cents for all calls 


33 local calls, with an addi- 


over that number. 

At a later date when materials be- 
come available, said Mr. Malone, long 
distance highway equipment will be es- 
tablished, whereby overland motorists 
will be able to make calls from the 
vehicles along the highways. The ele- 
ment of distance and hill masks in Jong 
distance highway telephoning will be 
overcome by the erection of relay an- 
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tenna along the highways, he exp! rined 
Mr. Malone said that six loca! bus! 
nesses had the _ radio-telephone unit 
installed. 
VV 
Petition Asks More 
Telephone Service 
Petitions demanding better tele phon 
service in Laurelville and Pic awa) 
County are in circulation in westel 
Hocking County, Ohio. 
The petitions criticize the curren 
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service as “poor” and protest the recent 
action of the Ohio Consolidated Tele- 
phone Co. in charging tolls from rural 
areas and from Laurelville, Ashville 
and Williamsport to Circleville. 

A committee plans to lodge its pro- 
test with the Ohio Public Utilities Com- 
mission. 


Vv 


Grant $75,000 for Rate Study 
In New Jersey 

Enacted as the first law of the New 
Jersey Legislature’s 1947 session was 
a bill appropriating $75,000 to the New 
Jersey Board of Public Utility Com- 
missioners to permit hiring of utility 
experts and counsel to inquire into ap- 
plication of the New Jersey Bell Tele- 
phone Co. for an $11,000,000 increase 
in rates. (TELEPHONY, Jan. 25, p. 25.) 
Gov. Alfred E. Driscoll was empowered 
to control the appointments. 

Newark, N. J., will intervene in the 
application of the New Jersey Bell 
Telephone Co. before the public utilities 
commission with Corporation Counsel 
Parsonnet appearing on behalf of the 
city. 
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New York-Chicago Radio Relay 
System Planned by AT&T 

The American Telephone & Tele- 
graph Co., New York, N. Y., on Jan. 
24 filed application with the Federal 
Communications Commission for au- 
thority to install terminal stations in 
New York and Chicago for an experi- 
mental radio-relay communication sys- 
tem between the two cities. 

The purpose of the New York-Chi- 
cago system would be to permit further 
experimentation with the radio-relay 
method of transmitting telephone con- 
versations and television programs. The 
AT&T company already is constructing 
radio-relay stations between New York 
and Boston and field trials of the equip- 
ment installed on this route are to be 
made this summer. However, the com- 
pany also considers it important to 
longer dis- 
tances since problems of circuit design 


obtain experience over 
and operation become more complex as 
the distance increases and can be re- 
solved only by actual test. 

About three years will be required to 
complete development work and to en- 
gineer and construct the proposed New 
York-Chicago system. 


Vv 


British Columbia Firm to Seek 
Improvement Funds 

Increase in its authorized capital 
from 11,000,000 to $25,000,000 to pro- 
Vide finds for improvement and ex- 
Pansio will be sought by the British 
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Columbia Telephone Co., Vancouver, 
from the Dominion Parliament at its 
forthcoming session. 


The company announced that if the 
authorized capital is increased, the ac- 
tual issuing of stock will take place 
from time to time over a period of 
years as money for the large telephone 
expansion program is required. 

A five-year improvement and expan- 
sion program involving an outlay of 
35 million dollars has been announced 
by the company. An expenditure of 
eight million dollars is planned for 
1947. 

In 1941 the company applied for an 
increase in authorized capital from 
$10,000,000 to $20,000,000. In order to 
large-scale stock issue 
from competing with the sale of gov- 
ernment victory bonds, parliament 
finally set the authorized capital at 
$11,000,000. 


prevent any 


The company did not issue any part 
of the additional $1,000,000 authorized 
capital. 
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Alabama Commission Seeks 
New Telephones 

The newly composed Alabama Public 
Service Commission in its first official 
action Jan. 23 asked telephone compa- 
nies to cooperate in seeing that at Jeast 
one telephone is installed in every com- 
munity within the state. 

“There are many small places in the 
state which have absolutely no means 
of outside communication in the case of 
sickness, fire or other calamity,” the 
commission said in a letter to Southern 
Bell and 106 
companies. 


Independent telephone 

“For this reason we think every tele- 
phone company in Alabama should in- 
tensify efforts toward fulfilling this 
obligation. We recognize, of course, 
that materials still are hard to get but 
this only accentuates the need.” 

The letter suggested that telephone 
connections be made into each com- 
munity even though lack of material 
makes it impossible to place more than 
one telephone in each of them. 


Vv 


Telephone Firm Says Instruments 
Changed Illegally on Premises 
Montreal police edged towards a new 
climax in their war on bookies—and 
one of their moves was a blunt demand 
from the Bell Telephone Co. of Canada 
for an explanation of 18 connected, 
working—but unlisted—telephones hid- 
den in an alleged racing information 
den in Montreal, Quebec. The demand 
followed two recent raids by morality 
police. 
There 








have been periodical state- 


ments that it was impossible to check 
all telephones; that applications for 
telephone service could not be turned 
down unless there was definite proof 
they were for irregular purposes. 

The attorney said, what police 
wanted now were “explanations and 
clarifications” pending further “devel- 
opments” in the anti-gambling drive. 
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South Carolina Legislature 
Names Six Commissioners 

Six members of the South Carolina 
Public Service Commission on Jan. 22 
were elected by the South Carolina 
Legislature. No contests developed and 
all nominees were chosen by acclama- 
tion. With one exception, present mem- 
bers were reelected. 

Representative F. N. Hines, Darling- 
ton, S. C., dentist, was elected to fill 
the unexpired term of the late George 
L. Timmons of Hartsville. The post 
had been filled for several months by 
George D. Eidson, who did not seek a 
full term. 

Commissioners reelected were John 
C. Coney of Reevesville, Rufus M. 
Newton of Anderson, James W. Wolfe 
of Inman, J. C. Darby of Winnsboro 
and Edward Wimberly of St. Mat- 
thews. 

The term of the seventh member of 
the South Carolina commission, Win- 
chester Smith of Williston, does not 
expire until next year. 
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Waldron, Ark., Changes 
Over to Common Battery 

L. L. Thornton, manager of the In- 
terstate Telephone Co. which serves 
several western Arkansas towns, an- 
nounced Jan. 13 that the new telephone 
system for Waldron was nearing com- 
pletion. 

The change-over from the magneto 
system to the common battery was 
completed without interruption of 
service. Mr. Thornton announced it 
cost approximately $20,000 to make the 
change. 

Approximately 500 customers are 
being served in the Waldron territory. 


Vv 


Orders Service Improvements 

Following a hearing on a petition of 
inadequate service lodged against the 
Rutland County Telephone & Telegraph 
Co., Middleton Springs, Vt., by I. B. 
Hopwood and other subscribers, the 
State of Vermont Public Service Com- 
mission Jan. 24 ordered the company 
to make the necessary repairs and to 
submit to the commission Feb. 10 and 
each month thereafter periodic reports 
on the work done. 


33 











Proposes Opposition to 
Telephone Book Break Down 

Councilman J. Win Austin Jan. 20 
proposed that the Los Angeles City 
Council officially oppose the plan of the 
Southern California Telephone Co. to 
break down its new telephone direc- 
tories into five separate books. He 
declared that, despite the fact that the 
new book would be a massive volume 
with 300 pages more than the present 
volume, to cut it up into five sections 
would cause “utter confusion.” 

Mr. Austin’s motion was referred to 
committee for further study. 
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Virginia Passes Anti-Strike, 
Closed Shop Bills 

Tuck’s bills designed to 
disruption of public utility 
services by strikes and to outlaw the 
closed shop were enacted by the Vir- 


Governor 
prevent 


ginia Legislature at a January special 
session. (TELEPHONY, Jan. 18, p. 26.) 

It was agreed universally that the 
anti-closed will 


shop apply 


wholly 


measure 


only to operations which are 


and not subject to regula- 


tion under the Wagner Act. 


intrastate 


A bill to require registration of labor 


unions was proposed during the ses- 


sion but failed to pass. 
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Southern California Company 
Settles Franchise Dispute 

Years of negotiations over telephone 
franchise due the city of 
Angeles wound up Jan. 13 with pay- 
ment by the Southern California Tele- 
phone Co. of $300,000 to the city treas- 
ury. 


fees Los 


Under an agreement 
the city the Cali- 
fornia company agreed to the payment 
for toll and services dating 
back to 1902, Los Angeles had 
only local telephone service. 


approved by 
council, Southern 
extended 

when 


The company also agreed to increase 
future payments approximately $100,- 
000 annually. 

The settlement was recommended by 
the California Public Utilities 
mission City Attorney 


Com- 
and ray L. 


Chesebro. 
VV 


“A” Listings Battle 
For First Place 

Assaults on the Houston, Tex., tele- 
phone directory to gain that choice first 
listing have been foiled by the South- 
western Bell Telephone Co. 

A. Abraham, the plumber, is still 
first along with A Absolutely Depend- 
able Cleaners & Dyers. 

The fight for the top spot began with 
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AA this and AAA that. It even went 
so far into the AAAAA’s that the 
telephone company just reversed the 
order and started with the single A’s. 

Thus the AAAAAA, Inc., an auto 
service company, is several dozen down 
the list. The six A’s mean “A Abso- 
lutely Aiding Ailing Automobiles Ac- 
curately.” 

The auto service company proprietor 
estimated the top listing was worth 
about $400 to $500 a month in the 
parade of more than 170,000 subscrib- 


ers. 
Vv 


Warns Against False 
Telephone Salesmen 

The Illinois Bell Telephone Co., Chi- 
cago, is warning housewives against a 


man representing himself as a tele- 
phone salesman, but who is an im- 
poster. 


The pseudo salesman asks for a de- 
posit of $10 on the pretext that he 
call the next install a 


will day and 


telephone. 
the 
said, should money be paid to any per- 


Under no condition, company 


unless he shows credentials. 


son 
VV 
Asks Higher Rates 
The Middle States Utilities Co. of 


Missouri, Unionville, has petitioned the 
Public Commission 
rates, it 


Missouri Service 
for increased 


Jan. 22. 


was announced 


Vv 
Rates Up at St. Libory, Ill. 


The Commission 
Jan. 22 tele- 
phone service rate increases, effective 


Commerce 
approval of 


Illinois 
announced 


Feb. 2, for the Saint Libory (IIl.) 
Telephone Co. 
VV 
Vote to Increase Rates 
Stockholders of the Franklin Farm- 


ers Co-operative Telephone Co., Farm- 
ington, Me., voted to increase rates on 
the quarterly basis, effective Jan. 1, on 
private lines from $5.50 to $6.00; two- 
party lines from $2.00 to $5.00; 
straight party line, from $3.75 to $4.75, 
and extension telephones from $1.75 to 
$2.00. 
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Carolina T&T Extends Service 

The Carolina Telephone & Telegraph 
Co. has extended telephone service 
from its Henderson, N. C., exchange 
to serve the rural Townsville and 
Williamsboro communities of Vance 
County. Previously only one telephone 
existed at Townsville and none at Wil- 
liamsboro. 


40-Year Owner Sells 
Illinois Independent 

Sale of the Chesterfield-Medora Tel. 
phone Co., Chesterfield, Ill., to Nels 
Fenton of that city was announced } 
cently. 

The company, serving Chesterfie| 
Medora and Rockbridge, was 
and operated by W. J. Finch for m 
than 40 years. 


owned 


Vv 


Tuolumne, Calif., Telephone 
Exchange Sold 

Confirmation of the sale of the 7 
(Calif.) Exchange 
has been made by the California Pub 


lumne Telephone 
lic Utilities Commission, according 
the former owner, Mrs. Ruth Jones 
Purchasers of the business are Mr. 
and Mrs. Francis W. Warren. The 
change includes 170 telephones. 


Vv 


Wisconsin Firm Sold 

The Public 
mission has approved the sale of th 
Brule (Wis.) Telephone Co., 
County, by Robert JoDon for 
was announced Jan. 22. 


Vv 


New Owners at Sanger, Tex. 
W. E. Nunneley and Jack N. Holmes 

the the 

(Tex.) Mr. Nunneley 


also owns the St. J 


Wisconsin Service Com- 
Douglas 


S850, 


are new owners of Sange 
Telephone Co. 
and operates 


(Tex.) Telephone Co. 
Vv 
Buys Oklahoma Company 


Charles W. recently pur- 
the Gracemont (Okla.) Tele- 
from A. E. Heavener. 


Vv 


Pepper Bill Re-introduced 

(D., Fla.) has re- 
introduced into Congress his minimum 
wage bill as S.154. Identical in form 
to the bill brought before the last Con- 


Comstock 
chased 
phone Co. 


Senator Pepper 


gress, it calls for a 65-cent-75-cent 
minimum wage and leaves intact the 
telephone industry’s 500-exchange ex- 


emption. 


Vv 


Summary of Commission 
Rulings and Hearings 


Federal Communications Commission 
Jan. 2: Granted special permission 
American Telephone & Telegraph © 
to amend its tariffs, on not less than 
one day’s notice, to remove existing 
service suspension, reduce rates fo! 
overseas message toll telephone service 


and establish rates for channe!s fo 
program transmission betwee! the 
U. S. and Iceland. 
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fan. 3: Granted authority to Ameri- 
can Telephone & Telegraph Co. to ex- 
tend its facilities from Greenwood, 
S. C., to Ware Shoals, S. C. 


California Public Utilities Commission 


Jan. 3: Granted application of Pa- 


cific Telephone & Telegraph Co. and 
Southern California Telephone Co. to 
increase directory advertising rates. 


Illinois Commerce Commission 

Jan. 20: Hearing on application of 
Illinois Commercial Telephone Co. for 
authority to operate in Ellis Grove, 
Randolph County. 

Jan. 21: Hearings concerning pro- 
posed rate advances by Herrick (IIll.) 
Limited Telephone Co. and Floraville 
(Ill.) Rural Telephone Co. 

Jan. 22: Hearing on commission’s 
citation for Mississippi Valley Tele- 
phone Co. to show cause why service 
should not be improved at Carthage 
and Nauvoo. 

Jan. 22: Hearing concerning pro- 
posed rate increases by Shobonier (IIl.) 
Telephone Co. 

Jan. 22: Hearing on application of 
Pesotum (Ill.) Home Telephone Co. 
for authority to operate and furnish 
general telephone and switching serv- 
ice at Pesotum. 

Jan. 23: Hearing on application of 
Millstadt (Ill.) Telephone Co, for cer- 
tificate of convenience and necessity to 
extend lines and render service in area 
south and southeast of Millstadt. 

Jan. 24: Hearings on proposed rate 
increases by Illinois Commercial Tele- 
phone Co. to all its exchanges, and on 
service complaints against that com- 
pany by West Frankfort, Herrin, 
Pinckneyville, Anna, Murphysboro, 


} 


Carbondale and Eldorado. 


Kansas Corporation Commission 

Jan. 8: Issued memo concerning ap- 
plication of Southwestern Associated 
Telephone Co. for certificate relating to 
proposed issue of 8,800 shares of com- 
mon stock in amount of $220,000. 

Jan. 27: Hearing on application of 
Bentley (Kan.) Telephone Exchange 
for authority to make rate changes. 

Feb. 3: Hearing on request of Palmer 
(Kan.) Rural Telephone Co. for au- 
1 rt 
thority to make rate changes. 

Feb. 3: Hearing on request of Web- 
ster (Kan.) Mutual Telephone Co. for 
authority to make rate changes. 


Feb. 10: Hearing on request of Mil- 
tonvale (Kan.) Telephone & Telegraph 
Vo. for authority to make rate changes. 


Minnesota Railroad & Warehouse 
Commission 
Feb. 17: 


. Hearing concerning reason- 
adler 


s of all rates and charges made 
'v Northwestern Bell Telephone Co. in 
Minnesota. 


New York Public Service Commission 


Jan. 20: Hearing on petition of 
American Telephone & Telegraph Co. 


for an inerease in capital stock and for 
r 9 of certain of the commission’s 
rules. 


_ Jan 8: Hearing on petition of War- 
wick illey Telephone Co. for an 
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amendivent of its certificate increasing 
its cay tal stock, and for authority to 
‘ssue c rtain preferred stock. 
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Oklahoma Corporation Commission 

Jan. 29: Hearing on application of 
citizens of Stroud for order requiring 
Oklahoma Telephone Co. to render ade- 
quate service there. Continued from 
Nov. 6. 

Jan. 29: Hearing on application of 
Ed Jackson et al for adequate service 
on rural line of Southwestern States 
Telephone Co. out of Purcell. Continued 
from Nov. 6. 

Feb. 12: Hearing on application of 
Oklahoma Automatic Telephone Co. for 
more time to complete construction to 
restore telephone service out of Clarita. 
Continued from Nov. 7. 

Feb. 12: Hearing on application of 
Hammon (Okla.) Telephone Co. for in- 
crease in rural rates. 

Mar. 12: Hearing on applications of 
Southwestern Bell Telephone Co., 
Southwestern Associated Telephone Co., 
Lubbock, Tex., and Oklahoma Tele- 
phone Co., Broken Arrow, for authority 
temporarily to continue installations of 
new telephones and services under reg- 
ulations similar to those provided by 
the expired federal U-2 regulations. 
Wisconsin Public Service Commission 

Jan. 23: Hearing on application 
of Newton-Manitowoe Telephone Co., 
Newton, for authority to increase rates. 

Jan. 28: Hearing on application of 
Gilman & Western Telephone Co. to 
increase rates at Gilman. 

Jan. 28: Hearing on request of Ar- 
nold Telephone Co. to increase rates at 
Hannibal. 

Jan. 29: Hearing on application of 
Arena & Ridgeway Telephone Co., 
Arena, for authority to increase rates. 


VV 


New Jersey to Install Coin Box 
Telephones on Highway 

Two months from now, the motorist 
who runs into car trouble on the 
Elizabeth-Newark, N. J., link of Route 
25 will be able to call for assistance 
over one of three coin-box type tele- 
phones to be installed by the New 
Jersey State Highway Department. 

State Highway Commissioner Spen- 
cer Miller, Jr., approved the roadside 
telephones for the three-mile link re- 
cently and they will be erected under 
an agreement with the New Jersey 
Bell Telephone Co. 

The telephones will augment 12 po- 
lice boxes placed along the link to 
handle police and fire emergency calls. 


Vv 


Beirne Named "Outstanding 
Man" by Chamber of Commerce 
Joseph A. Beirne, Fairview, N. J., 
president of the National Federation 
of Telephone Workers, was named one 
of the “10 outstanding young men of 
the year,” in the annual list compiled 
by the U. 
merce. 


S. Junior Chamber of Com- 


Mr. Beirne, who is 35 years old, was 
cited for his “example of mature re- 
sponsibility evinced by a union leader 
to the public.” 


|. H. Griswold, Pioneer 
Telephone Leader, Dies 

Irving H. Griswold of Plattsburgh 
and Lake Placid, N. Y., a pioneer in 
the Independent telephone industry in 
New York State, died suddenly Janu- 
ary 14 at the Lake Placid Club. He was 
77 years of age. 





1. H. GRISWOLD 


Mr. Griswold was born in Elyria, 
Ohio, and following his graduation 
from Elyria High School and Oberlin 
Business College, was employed by the 
Lake Shore & Michigan Southern Rail- 
road Co. for a time, afterwards receiv- 
ing an appointment in the Interior De- 
partment at Washington, D. C. He was 
graduated at law from Columbia Uni- 
versity in 1893. 

Mr. Griswold was an attorney in 
Elyria following his admission to the 
Ohio bar. During this period he be- 
‘ame active in politics and in 1895 was 
elected secretary and treasurer of the 
Lorain County Republican Committee. 
President McKinley appointed him 
postmaster of Elyria in 1898, which 
position he held for nine years, being 
re-appointed by President Theodore 
Roosevelt. Mr. Griswold was at the 
time of his appointment the youngest 
second-class postmaster in the United 
States. 

He became interested in the telephone 
business about 1898 and built and oper- 
ated many Independent telephone prop- 
erties in Ohio and New York State, 
among them, the Clinton Telephone Co. 
with headquarters at Plattsburgh, 
N. Y., the Mountain Home Telephone 
Co., with headquarters at Saranac 
Lake, N. Y., and the Adirondack Home 
Telephone Co., with headquarters at 
Malone, N. Y. When the above proper- 
ties were consolidated in 1913 with the 
New York Telephone Co. under the 
name of the Mountain Home Telephone 
Co. (later the Northern New York 
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Glass “‘bureau 
knob”’ insulators 


7RA CoRNELL substituted a 
E glass “bureau knob” insu- 
laton the 
bars originally used. The wire 
by wrapping 


for notched — cross- 


was supported 


around the knob shanks. This 
insulator worked better than 
glass plates, but it lacked 


mechanical strength and there 
was still leakage in wet weather. 


One of the first 
manutacturers ot 
Hem- 
ingray keeps pace 
with the require- 
ments of modern 
communication 


insulators, 


circuits. 





Write for the complete historical outline of 
insulator development. 


HEMINGRAY INSULATORS 


Owens-Illinois Glass Company 


Hemingray Division, Muncie, Ind. 
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number of series and shunt elements 
will depend upon the degree of sec- 
tionalization necessary in each case. 


The detailed mounting arrangements 
for the equipment which is added to 
the power line to make it suitable for 
carrier transmission have been worked 
out in cooperation with representatives 
of the power organizations. This in- 
formation is available to REA borrow- 
ers from the headquarters of the Rural 
Electrification Administration at 
Washington. Similar information is 
available to power companies from the 
headquarters of the Edison Electric 
Institute in New York. Experience 
with the early installations may indi- 
cate that modifications in the 
mounting arrangements are desirable 
to facilitate and 


some 


installation mainte- 


Location 
Manakin, Va. 
Telephone Co. 
Aiken, S. C. 
Nashville, N. 
Lamesa, Tex. 


ot 
Southwestern 
Telephone Co. 


Southwestern Bell 
Telephone Co. 


Italy, Tex. 


Oak Creek, Colo. 
& Telegraph Co. 
Cle Elum, Wash. 
Telegraph Co. 
Island Pond, Vt.* 


Telephone Company 
Chesapeake & Potomac 
Southern Bell Telephone 

and Telegraph Co. 
Carolina Telephone Co. 
Associated 


Mountain States Telephone 


The Pacific Telephone & 





static on the operation of the carri 
system are dependent upon the eart! 
resistivity. It is, therefore, appar 
that the operating range of the car 
system will be different, in differ 
situations. In general the range 

be of the order of 10 to 20 miles, 
longer distances being feasible only 
the case of relatively simple situations 
with few branches and where the ea 
resistivity is comparatively low. 

The use of the M1 carrier telephone 
system to extend rural service appears 
attractive where the customers to bs 
served are relatively scattered and 
where the costs of other means of ex- 
tending service, such as pole line and 
wire, are comparatively high. One at- 
tractive feature of the carrier system 
is its relatively high flexibility, since 
much of the investment required is i1 
the form of readily recoverable equip- 
ment, rather than in outside plant con- 
struction. 

The eight locations where the ea 
installations of the M1 
made, and the companies participating, 


system were 
are as follows: 


Power Company 


Virginia Electric & Power C 


Aiken Electric Cooperative, 
Inc. 

Carolina Power & Light Co 

Lyntegar Electric 
Cooperative, Inc. 

Texas Power & Light Co 


Yampa Valley Electric 
Association, Ine. 

Public Utility District No 
of Kittitas County 


1 


New England Telephone 


and Telegraph Co. 


Application to telephone pair. 


nance. Also, as the application of the 
M1 system is extended, there may be 


a need for chokes of larger current 
-arrying capacity. Considerable work 
remains to be done before the treat- 


ment of multiphase lines can be speci- 
fied exactly. 

The M1 carrier telephone system has 
been designed to operate over power 
line sections having carrier frequency 
losses (excluding coupling losses) of 
the order of 40 DB. The loss from the 
common terminal to the most distant 
subscribed terminal includes both con- 
ductor losses and the due to 
bridged taps and carrier stations. 
Large load transformers also may in- 
troduce a bridging loss. The carrier 
frequency conductor losses of single- 
phase multi-grounded neutral power 
lines depend considerably on earth 
resistivity in the vicinity of the power 
line. Also, the effects of atmospheric 


losses 


Representatives of the power and 
telephone industries will be welcome t 


inspect these installations. 


Vv 


Independent's Future Discussed 
By Stockholders and Subscribers 

Stockholders and subscribers of the 
Crawford Telephone Co., Guys Mills, 
Pa., met recently to discuss whether ©! 
not to boost rates to subscribers ! 
order to be enabled to improve service, 
to the company arge! 
concern. 

The problem facing the 
which has served the Guys Mills com 


or sell to a 


company, 


munity for 40 years, results from In 
creased costs of future operations- 
pointed up by a deficit in operating the 
past year, it was reported. Increaseé 
service and repairs are needed and cal 
not be promised even with increase? 
rates, the company announced. 
TELEPHONY 
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4 Telephone Co.), Mr. Griswold was 
rth elected president of the new organiza- 
, tion, which position he held until the 
latter corporation merged with the 
ad New York Telephone Co. in February, 
1932. 

In addition to Mr. Griswold’s activi- 
ties in the telephone business in the 

s northern part of New York State, 
ith he also played a large part in develop- 
ing two other Independent telephone 
properties in that state, the Chenango 
& Unadilla Telephone Corp., Norwich, 





¥ and the Oswego County Independent 

ail Telephone Co., Fulton. He was chair- 

ot man of the board of these two com- 

veal panies at the time of his death. 

at- Surviving other than his widow are 
stem a daughter, Mrs. Judd Tumbridge of 
sinee Darian, Conn., and a grandson. 
l ll 
quip- Vv ‘ 

“| Northwestern Bell to Construct a N 

$13,000,000 Cable _ FOR YOUR CONSIDERATIO 

early The Northwestern Bell Telephone 


' Co. has announced plans for additional T a E hf U R EY F 
Aung, | cable in its territory for 1947-48 which 
will call for the expenditure of 13 mil- = 
lion dollars. Major operation for the = at 
current year will consist of a toll cable - 
er Co planned to run from Des Moines, Iowa, 1 No. 8418 HUBEYE ANCHOR ROD 
to Minneapolis, Minn., and from there 
to northwest of Fargo, N. D., with sev- 

















eral branches connecting important 





dicts cities along those routes. 1 ee 
The main cable from Des Moines to 

Minneapolis will be of the coaxial type Aree oy eee fe 
capable of handling television networks COMPANY as its standard eye 
as well as hundreds of telephone cir- for use without thimbles. Recently 

a cuits. The project is a joint under- developed by HUBBARD Engi- 

NO tal o > y ° recster > ‘ H 
taking of the Northwestern Bell and neers, the HUBEYE has met with 
the Long Lines Department of the niversal approval from Standards 
American Telephone & Telegraph Co., 1 Ne. 7510 99 - - "ha 
the former contributing eight million — Engineers wherever shown. 

NUT - HUBEYE 

dollars of the cost. Most of the work t ALES. OD. See 

ey andy % buying right of way and staking aie 
the route has been done W 

come t 5 - A . — 0 F L 

Company officials say the value of bra L 0 P LE LINE HARD ARE OR AL 

the new eable in relieving long distance jest S$ 
calls congestion will extend far beyond i a TELEPHONE CONSTRUCTION REQUIREMENT 
its own particular location, just as the ee 


ussed const) 
cribers} jjcy.. 





uction of a superhighway re- a ANCHORS, PLATE AND SCREW « BRACES » BRACKETS, POLE, CORNER 
pressure of automobile traffic on ot iy AND HOUSE ad CABLE SUSPENSION HARDWARE » CARRIAGE BOLTS 


5 of Il mighboring highways. At Des Moines, : CROSS ARM BOLTS » CABLE RACKS » CABLE SHIELDS » DRIVE HOOKS 
's Mills, it connects with the central transcon- | EXTENSION ARMS ~ EYE BOLTS-HUBEYE + GRADE CLAMPS +» GUY 
ether olf tinental long distance line and at Min- #0 CLAMPS «GROUND RODS «GUYING ACCESSORIES «GUY PROTECTORS ‘ 
jess 1 Midiolin with tx eects treme ©) GUY HOOKS + HUBEYE NUTS + HUBEYE BOLTS + LAG SCREWS 
. service tinental line. |) MESSENGER DEAD ENDS +» MACHINE BOLTS » MANHOLE LADDERS 
a large! vv b 4 POLE SEATS »« POLE BALCONIES « PINS « POLE STRUTS » POLE STEPS 
i STUBBING BANDS « STRAIN PLATES « STORM GUY ATTACHMENTS 
—_— Plans $12,500,000 Expansion i SIDE-WALK GUYS + SPAN CLAMPS «+ TRANSPOSITION BRACKETS 
fills com} The Southwest Bell Telephone Co. . 
fyom in} Plans io spend $12,500,000 for expan- 
rations} Sion service in Oklahoma during "HANG THE LOAD ON HUBBARD HARDWARE" 


ating the) 1947, sceording to General Manager 


ereased] Mank a ee ‘ 
fe HUBBARD .. COMPANY 


int reased 000 te 





“phones at the year’s end, com- ‘i deepen ibe y 
bared with 303,000 at the end of 1945. PITTSBURGH ... CHICAGO... OAKLAND, CALIFORNIA 
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: Ju honor of agreal man 


Next month we pay tribute to the man who invented 
the telephone. « This anniversary will have special 
meaning for us in the telephone industry. For we, 
more than others, are privileged to witness every day 
the countless ways in which the telephone serves 
humanity. * As part of the anniversary observance the 
commemorative advertisement on the opposite page 


will appear in national magazines during February. 


AN ADVERTISEMENT OF THE BELL TELEPHONE SYSTEM 
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He gave the world 


a new voice 


cander Graham Bell was 


teacher of the deaf. He 


also a trained scientist 


made it possible for 


ions upon millions of 
ple to hear each other 


eleph yne. 


telephone brought some- 
x into the world that had 


veen there before. 


* (00th Anniversary of the Birth of Alexander Graham 


kor the first time people were 
able to talk to each other 
even though separated by 


long distances. 


Horizons broadened. A new 
industry was born, destined 
to employ hundreds of thou- 
sands of men and women and 
be of service to every one in 


the land. 


BELL TELEPHONE SYSTEM 





Bell ” March >, 1947 * 


ALEXANDER GRAHAM BELL 
by Moffett, 1918 


Alexander Graham Bell was 
a great humanitarian, not 
only as a teacher of the deaf, 
but in his vision of the bene- 
fits the telephone could bring 


to mankind. 


Bell’s vision has come true. 
It keeps on being an essential 
part of this nation-wide 


public service. 
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International's new KB-1 pickup truck (left) and KB-5 medium-duty truck. 


International Introduces 
New Line of Trucks 


An all-time production record was 
set at the Fort Wayne, Ind., truck 
plant of the International Harvester 


Co. on Jan. 17 as the company cele- 
brated its 40th anniversary in truck 
manufacturing. On that day 180 
trucks, 129 medium and 51 heavy duty, 
a new production record by five trucks, 
were produced. 

In observing its 40th anniversary, 
the company held an all-day ceremony, 
during which more than 100 represen- 
tatives of the press, including news- 
paper maga- 
zines, and many company officials, were 


and business and trade 


given an elaborate preview of the 

company’s new “KB” line of motor 

trucks, which includes 21 models. 
Following the presentation of the 


new trucks, addresses were given by 
company executives regarding the com- 
pany’s (1) new truck parts and acces- 
sories merchandising program; (2) 
uniform building and equipment layout 
program for its dealers; (8) recently 
introduced point system for rating full 
carrying capacities of trucks and (4) 
special service training schools for deal- 
er and fleet mechanics, which are con- 
ducted in six different sections of the 
country each month. 

After lunch, the representa- 
tives were taken on a tour of the Fort 
Wayne truck plant which covers 1,616,- 


press 


490 sq. ft. of floor space and currently 
employs 5,400 people. All International 
trucks except the heavy “W” models 
which are built in Emeryville, Calif., 
are manufactured in Fort Wayne. 

An inspection of the company’s prov- 
ing grounds where its trucks are given 
rugged construction and sustained driv- 
ing tests, followed the factory tour. 

The company’s motor truck division 
executives taking part in the program 
were P. V. Moulder, executive vice pres- 
ident; W. C. Shumacher, general man- 
ager; W. K. Perkins, sales manager; 
S. Colacuori, sales engineering super- 
visor; D. B. Erminger, service super- 


40 


visor; M. 
visor; J. 


D. Dean, parts sales super- 
W. Simpson, sales research 
manager; V. A. Guebard, manager of 
manufacturing; H. A. Weissbrodt, Fort 
Wayne works manager; W. D. 
manager 


teese, 


of engineering, and H. K. 


teinoehl, chief engineer. 

The all-day show was concluded with 
a cocktail party and banquet at which 
J. L. McCaffrey, president of the Inter- 
national company, gave the principal 
address. 

He called for complete cooperation 
on the part of capital, management and 
labor, and stated that without 
the other is worthless.” 


“each 


“If we all can’t work together, all 
the things that we strive for and hope 
for will be a failure,” he said. “If we 
can keep our feet on the floor and go 
down the road together without argu- 
ments between capital and manage- 
ment and labor, then there is no place 
we can’t go. No one can keep this 
country from being a success.” 

Mr. McCaffrey stated that “any man 
who wilfully interferes with the three 
things that keep this country going is 
not an American.” 

“If capital is so selfish or if labor is 
so selfish that the progress of the coun- 
try is halted, whoever is responsible, I 


say, is not an American. We must all 


join hands and go down the road to- 
gether.” 
The new International “KB” truck 


line presented at the 40th anniversary 
celebration includes 15 basic models, 
many of which are applicable to the 
telephone field. 

these 15 
models have piston displacements rang- 
ing from 213 to 586 cu. ins. 


The engines which power 


Five of the models in the light-duty 
range and one medium-duty unit are 
the light-duty KB-1, KB-1M, KB-2, 
KB-3 and KB-3-M, and the medium 
duty KB-5. Gross vehicle weight rat- 
ings (g.v.w.) of the light-duty vehicles 
are as follows: 4,400; 4,600; 5,200; 
6,650; 7,000 Ibs. The g.v.w. rating of 


the KB-5 is 13,500 to 17,500 lbs. Wheel- 
bases range from 102 to 195 ins. 

The heavy-duty models with 
their gross vehicle weight ratings are: 


nine 


KB-6 
6-F 


(4-wheel) 14,500-18,800; KB- 
(6-wheel) 22,000-28,600; KB-7 (4- 
wheel) 16,500-21,500; KB-8 (4-wheel) 
20,000-26,000; KB-8-F (6-wheel) 27,- 
000-35,100; KB-10 (4-wheel) 22,500- 
29,250; KBR-11 (4-wheel) 27,000-35,- 
100; KBR-11-F (6-wheel) 37,000-48,- 
100, and KBR-12 (4-wheel) 28,500-35,- 
100. 


Models KB-6 and KB-7 are available 
in four wheelbases—134, 146, 158 and 
176 ins.; KB-8 in five wheelbases—137, 
149, 161, 179 and 197 ins.; KB-10 and 
KBR-11 in wheelbases—149, 161, 
179 and 197 ins. The KBR-12 is avail- 
able only in 161-in. wheelbase. 


four 


The six-wheel models (all driven on 
the four rear wheels) are available i 
wheelbase lengths, as follows: KB-6-F 
in three wheelbases—151, 176 and 194 
ins.; the KB-8-F in four wheelbases 
161, 179, 197 and 215 ins.; the KB-11-F 
in three wheelbases—161, 197 and 210 
ins. 
The 


are powered by five sizes of six-cyl 


nine heavy-duty basic models 


valve-in-head, 
type 


inder, replaceable-dry- 


sleeve engines, ranging in_ size 


from a 250-cu. in. engine developing 


99.8 horsepower at 3,200 r.p.m. to 4 
586-cu. in. engine developing 200 horse- 
power at 2,600 r.p.m. Torques rangt 
from 200.5 to 475 pounds-feet. 
Vv 
Steel Quarter Round for 
Wire Raceway Announced 
Lopo-Trim, a_ steel quarter round 
designed as a baseboard trim, « 10 
potential wiring raceway, or as 4 
quarter-round trim above or b eath 
installations of the company’s p!ug-il- 
strip, has been announced by N ional 


Electric Products Corp., Chamber 


Commerce Bldg., Pittsburgh, ! 
Available in six-foot lengt! the 
three-quarter inch by three-quarte! 
TELEPHONY 











inch Lopo-Trim is installed without 
the use of nails, screws or fasteners. 
Projecting down from the back of | 
the quarter round at three inch inter- 
vals are integral steel prongs. When 
the Lopo-Trim is_ installed, these | 
prongs are pushed down behind the | 
baseboard or the plug-in-strip. Their | 
design and positioning exert a tension | 
eal that holds the quarter round snugly 
in place. 
age 
\eel- 
with 
are: 
KB- 
i (4- 
heel ) 
: ae Lopo-Trim Raceway 
jUuuU- 
soe For rounding external or internal 
‘)-! “% corners, eight-inch by eight-inch two- 
piece matching elbows are available. 
The Lopo-Trim has been approved 
ilable as telephone wire raceway. It also can 
5 and be used as a raceway for such other 
13%, ow potential services as buzzer and 
) and nter-communication wiring. 
161 This quarter round steel raceway, 
ae being particularly adaptable for resi- 
lential, store and office applications, 
‘ has a neutral satin grey finish. Such 
ble i coloring harmonizes with all tones 
B-6-F ised in interior decoration, or the 
d 194 Lopo-Trim may be painted to match 
ases aseboard, floor or walls. 
3-11-} 
\d 21: VV 
ae | Stromberg-Carlson Announces 
yee Increase in 1947 Advertising 
ile The 1947 national advertising sched- 
ig ile r the Stromberg-Carlson Co.’s 
ping adio, sound and telephone divisions 
- increased substantially over last 
* yea according to an announcement 
ars Stanley H. Manson, manager of ad- 
: rt g and public relations. 
Stromberg - Carlson’s radio division 
S have an extensive cooperative 
Advertising plan for authorized dealers, 
eta 1f which will be announced soon. 
Something in the Air,” popular mu- 
und — Sica ogram heard Sunday nights 
Jow e e Stromberg-Carlson owned 
s a YUU att station, WHAM, Rochester, 
beneath FN. } ill be continued. 
z-in- The expanded schedule of the sound 
Nationa! divis campaign includes Business 
mber Off Weel d leading school, hospital, ho- 
I te ‘oad, architectural and radio 
ths, the} ade ) iblications. 
” carter | The 








lephone division will continue 
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Distributed by AUTOMATIC ELECTRIC SALES CORPORATION 


Uniform results of Penta 
treatment assured by 
laboratory control. 


“STILL IN 
THE LEAD” 


STROMBERG-CARLSON COMPANY 











our Source of Supply 
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606 SOUTH MINT STREET 


in the SOUTH... 


for 


Guy Strand 

Poles and Crossarms 

Tools 

Drop Wire and Bridle Wire 
Pole Line Hardware 
Telephone Wire 

Nicropress Sleeves and Tools 
Instruments and Meters 


“BRIGHTEN THE NITES WITH 
UNIONLITES” 


Lond Seetric Co 


CHARLOTTE, N. C. 























Au the strength and durability 
inherent in steel are combined--- 
with definite economies---in Crapo 
Galvanized Steel Strand. Heavy, duc- 
tile, tightly-bonded zinc coatings, ap- 
plied by the famous Crapo Galvaniz- 
ing Process, 
provide lasting 
protection against 
corrosion. 


Ask the distributor 
of Crapo Galvanized 
Products near you or 
write direct for fur- 
ther information! 


INDIANA 









STEEL & WIRE CO. 


MUNCIE , 


PREMAX 


Easy Identification 
In All Kinds of Weather — 
At a Lower Labor Cost 


INDIANA 








Regardless of weather, 
Premax Metal Markers 
are clearly visible— 
and storms do not in- 
jure their legibility. 
Phone companies are 
making these stamped 
and embossed markers 
standard on all tele- 

phone lines because they cost less than stencil- 
ing when first installed and do not require 
maintenance as they will outlast the pole. 


Send for details of Metal Markers. 


remax Froducts 


Division Chisholm-Ryder Co., Inc. 
4707 Highland Ave., Niagara Falls, N. Y. 
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| graph in train dispatching, 


its schedule in telephone journals, using 
a new treatment of reverse spreads. 

McCann-Erickson, Inc., is the ad- 
vertising agency for the radio and 
sound divisions of Stromberg-Carlson. 
Stewart, Hanford and Casler handles 
the advertising for the telephone divi- 
sion. 
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Telephone Dispatches Trains On 
145,647 Miles of Railroad 

The telephone is supplanting the tele- 
the Com- 
Association 
revealed re- 


munications Section of the 
of American 
cently. 

Train operations on 145,647 miles of 
road, or more than 68 per cent of the 
total railway mileage of the United 
States, are now being directed by tele- 
phone. 
by telegraph on 71,572 miles of road. 

The reason for the 
the telephone in rail traffic control, ac- 
cording to William A. Fairbanks, secre- 
tary, Communications Section, is that 
the transmitted 
with greater ease and in less time. Be- 
fore 1908, he stated, the telegraph was 


tailroads 


Train orders are being handled 


increased use of 


information can be 


employed almost exclusively in han- 
dling train orders. 


AT&T 1946 Profits 
Rise to $191,000,000 

Net earnings of American Telephone 
& Telegraph Co. last year rose to $191,- 
903,000, or $9.41 a capital share, from 
$171,640,228, or $8.66 a share, in 1945, 
a report issued to shareholders recently 
by Walter S. Gifford, president, dis- 
The December quarter net profit 
was $53,234,000, or $2.59 a 
against $45,704,293, or $2.27 
earlier. 


closed. 
share 
a share, 
a year Figures for December 
estimated. 

Consolidated net earnings of the Bell 
including AT&T and principal 
telephone the three 
months ended Nov. 30 totaled $57,452,- 
538, or $2.72 a share, against $45,680,- 
961, or $2.19 a share, a year earlier. 
In the 12 months ended Nov. 30, the 
total was $209,610,431, or $9.98 a share, 
against $186,190,784, or 
a year earlier. The 
1946 figures in the 


were 


System, 
subsidiaries, in 


$9.06 a share, 
said the 
respective periods 


report 


include $5,281,000 and $13,603,000 of 
tax refunds expected to result from 


carry back of excess profits credits. 
Mr. Gifford said Bell added more 
than 3,250,000 telephones in 1946 and 
is handling 23 million more 
day than a year ago, the largest in- 
creases ever recorded in a year. About 
25,700,000 Bell telephones are in serv- 
ice and about 150 


calls each 


million calls are 
made daily. 
“We are doing our utmost to meet 








Test-O-Lite 


TESTS ANY VOLTAGE... © 
100 to 550 Volts, A.C. or D.C: 
Safely, Swiftly, Surely 


Nebelt/.7 
EY GS THE NEON GLOW 
LOCATES TROUBLE -INSTANTLY 


indicates hot or grounded 
wires. Tells AC from DC. 
Fer superior to ordinary 
ps my test bulb. Nye 
able In shop or home. The 
only pocket-size tester with 
PATENTED SAFETY FEA- 






Life - time guarante: 
Purchase thru electri- 
Pat. No 


cal dealers. 
1,778,883. 


RTC-2 VINCENT 


RARE GAS RELAY 


harmonic or coded 

Dual purpose device 
which economically  im- 
proves both ringing and 
transmission on party lines. 
NO MOVING PARTS. Fully 
guoranteed. Can be in- 
stalled in a minute. 


L.S. BRACH Mfg. Corp. 


200 Central Ave. Newark, N. J. 


for 
bells. 
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Line ¢ Cletrin 
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ELEPHONE PRMNERS | 


This powerful pruner cuts closer, is str 
than any other similar tool on the market. 
Can be operated in close tangled growth 
cutting easily and cleanly branches up to 
1!/2" in diameter. No trouble with spring 


onger 


breakage. 


Here is the only pruner with the famous 
Seymour Smith “Center Cut’ construction; 
safety catch to lock blade closed; one piec 
tempered tool steel blade; reinforced hook; 
extra long life spring; ball bearing pulley: 
highest quality chain; unbreakable iron head. 








Designed by experts for experts; demanded | 
by public utility companies everywhere, it | 
will pay you to write for literature and prices. 


SEYMOURSMITH «& SON, Inc. 


900F Main Street 
OAKVILLE, CONNECTICUT 
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the needs for telephone service just as 
e quickly as possible, but the new de- 
mand is so great that more than two 
million people are still waiting for 
service,” said Mr. Gifford. “During the 
year the number of Bell system em- 
ployes increased by 145,000 to about 
620,000, an all-time high, and expendi- 
tures for new telephone equipment and 
facilities were nearly 700 millions. 


TLY “The cost of furnishing telephone 
ded service has continued to mount so that 
ne several of the Bell telephone companies 
The have found it necessary to ask regu- 
wh latory bodies to approve’ increases 


in telephone rates. Increased rates 
amounting to $3,800,000 annually are 
shel. being placed in effect in three states 
and applications for increases have 
been made in 14 others,” Mr. Gifford 


No 
Said. 
VV 


“2 Bell Comes Home After 
Four Years of War 
] The Liberty ship, the Alexander 
Graham Bell, recently tied up at the 
wy pier at Bayonne, N. J., after nearly 
125,000 miles of service in four years. 
Ff As the Bell System prepares to com- 
memorate the 100th anniversary of the 
telephone inventor’s birth, the Bell is 
op. still willing and able to get off her 
N. J. barnacled haunches, raise a good head 
of steam and sail again the Seven Seas. 


























During the war, she carried lend- 
S“je_|| lease supplies and thousands of fight- 
“<—4| ing men to various parts of the world. 

I She was attacked by a submarine. One 
in || of her escorts got the sub, sinking it 
< || and capturing many of the sub’s crew. 
sts | Many times enemy planes droned 
| overhead. On April 17, 1944, an enemy 
mine struck the Bell’s port side, blow- 
ing a 20-ft. hole in her hull. Two men 
were injured. The ship steamed back 
|} to Naples under her own power. While 
she was drydocked in the Italian city 


OUR for repairs, there were 21 air alerts; 


FOR MEN WHO 
WANT THE BEST 


Every good workman appreciates high qual- 
ity in the tools and equipment he uses. To a 
lineman, however, this regard for quality is 
more than admiration for fine craftsmanship. 
The lineman daily trusts his very life to his 
safety strap, belt and climbers—and under 
such conditions high quality is more than a 
matter of pride. 

Good workmen know that there’s no sub- 





rH bombs fell all up and down the water- stitute for experience. It is the years of expert 

front, but the ship, a sitting duck, re- craftsmanship back of every piece of Klein 
ERS |} mained unscathed. equipment that make Klein belts and safety 

straps—Klein climbers and grips—Klein 

wenger | Vv pliers and wrenches the first choice of linemen 
na | Accident Prevention Meaual today as they have been “since 1857.” 
“yp to |p New Available ASK YOUR SUPPLIER 
spring | T National Safety Council’s new Foreign Distributor: International Standard 
_— 44-page book, Accident Prevention Electric Corp., New York < 
Rip Manual for Industrial Operations, a ‘ 
se piece com} rehensive treatment of the funda- This book on the care 5 
2d hook; |f Mentals of safety, now is available. and safe use of tools P 
1 Compiled after 24 years of research will be sent on re- é 
—. and reparation, the new manual, con- . quest. § 
. - taini.g 400 illustrations, charts and Since 1857 
i ces. | tabuiations, is intended as a handy and ; 


auth  vitative source of accident pre- ° 

N. Inc. |p “emt information for safety di- WELWIER & Sons 
recto s, safety engineers and foremen. Established 1857 Chicago, IIL, U.S.A 
Alt} pres NUE > HI 


gh prepared primarily for the C Cc 
manu aeturing industries, much of the 
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information is applicable to non-manu- 
facturing industries and to those with 
industrial operations. 

The 14 major subjects covered are: 
Plant design and layout, construction 
and demolition, permanent equipment 
and facilities, guarding and operating 
machinery, materials handling and 
storage, electrical hazards, chemical 
hazards, fire and explosion hazards, 
flammable liquids, hand and portable 
power tools, commercial vehicle opera- 
tion, personal protective equipment, in- 
dustrial hygiene and safety organiza- 
tions and programs. 

The manual is available to both mem- 
bers and nonmembers of the council by 
writing the National Safety Council, 
20 North Wacker Drive, Chicago 6, III. 
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Florida Telephone Corp. 
Plans Expansion Program 

In an address before the Lions Club 
at Leesburg, Fla., Max E. Wettstein, 





dependable 


Cedar Poles 
MICHIGAN POLE & TIE Co. 


NEWBERRY—GRAND RAPIDS 
MICHIGAN 











Cedar Poles 
MACGILLIS & GIBBS COMPANY 


Wells Bidg., Milwaukee 2, Wis.” 
* * 
Northern White and Western Red 
Cedar Poles—Plain or Butt-Treated 


DOUGLAS FIR CROSSARMS 
CEDAR POLES 


R. G. HALEY & CO. 


SPITZER BLDG. 
age) 4 i+lemme), ile) 








POLES 


B. J. Carne 
Minneapolis, 
poles. 





& Co., 100 N. 7th St., 
inn.—Western red cedar 
entrex Butt Treated or Plain. 








Cc. M. Christiansen Co., Phelps, Wis.— 
Northern White Cedar Poles, plain or 
butt treated. 








International Creosoting and Construc- 
tlon Co., Galveston, Texas.—Creosoted 
Southern Yellow Pine Poles. Plants 
Beaumont and Texarkana, Texas. 








T. M. Partridge Lumber Co., Minne- 
apolis, Minn.—Northern White—Western 
Red Cedar Poles. Plain or butt-treated. 








Wood Products Co., American Bank 
Bidg., Portland, Ore.—Creosoted Douglas 
Fir, Larch, and Lodgepole Pine Poles. 
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executive vice president of the Florida 
Telephone Corp., outlined the firm’s 
plans to spend $1,820,000 for improve- 
ment of the 27 exchanges in the sys- 
tem by the close of 1948. 


Taking Leesburg and Wildwood ex- 
changes as examples, Mr. Wettstein 
showed the increase of telephones from 
547 in 1926 to 922 in 1941 and 1,455 in 
1946, an increase of 533 telephones in 
five years with a backlog of 571 appli- 
cations for service unable to be filled. 





FOR SALE 


For SALE: 

Receivers, Stromberg or Leich, with 
cords, $1.35 each. 

Cords, switchboard, two - conductor 
white, 40 ins. long, fit No. 47 plug, 20 
cents each. 

Western Electric No. 1001-C hand 
sets, push button in handle, three con- 
ductor cords, $5.00. 

Edwards three-volt bell, 75 cents. 

W. E. No. 7-EW buzzers, 10 to 20 
volt, $1.00. 

Write Independent Telephone Repair 
Co., 14832 W. 15th St., Chicago 8, III. 








Dont Shout! 


instead have those defective transmitters completely 
rebuilt and refinished to factory specifications at a 
nominal cost. The improved performance will more than 
compensate for the money spent. 


NOW AVAILABLE 


For IMMEDIATE delivery from stock New Kellogg No. 
42 or W. E. No. 47 switchboard plugs. New Universal 
receiver shells and caps. 

New S. C., Kellogg, W. E., A. E., etc. mouthpieces. 
ALSO—NEW LENZ moistureproof cords of every size, 
for every use. Specials made up on request. Write for 
price list and quantity discounts on all above items. 


WE BUY telephone equipment of every description. 
Turn that idle surplus into cash. 


Veteran owned and operated 


REBUILT ELECTRIC EQUIPMENT CO. 


1704 W. 2ist PLACE, CHICAGO 8, ILL. 
EDW. C. STOEFFHAAS, JR., Prop. 








JOHN W. WOLCOTT 
Consultant 
DIAL TRAFFIC ENGINEERING 
SERVICE IMPROVEMENTS 
9130 S. Hamilton Ave., Chicago 20, Ill. 





















—j TELEPHONE —— 


wee DIRECTORY bes 
ADVERTISING 


L.M.BERRY & CO. 


White or Selephone pr 
TELEPHONE L.D. 16 
TELEPHONE BLDG., DAYTON, OHIO 









ATLANTIC 
Creosoting Co., Inc., 17 Battery PI., N.Y.C. 
Creosoted Pine Poles 


Crossarms .. Conduit 
PLANTS AND OFFICES 
New Orleans, La. jackson, Tenn. Boston, Mass. 
Winnfield, La. Louisville, Miss. New York, N. Y. 
Norfolk, Va. Savannah, Ga. Philadelphia, Pa. 
Annapolis, Md. Chicago, 111. 








UNDERGROUND 
CONTRACTOR 


TILE CONDUIT WORK—MANHCLES 
BURIED CABLE TRENCH 


SEYMOUR CORLEY 
220 N. FRINK PEORIA 5, ILL. 








ACCOUNTING 


HERDRICH BOGGS and CO. 
Certified Public Accountants 


803 Electric Building 
INDIANAPOLIS 4, IND. 














FI | MGRAPH me) 
Conferen 


ee Recorders 


UNINTERRUPTED 
ime (up to! 2 hours) Conference | INSTANTANEOUS 
& Telephone Recordings onSafety Film 
Medels for Dictation “TALKIES” 


MILES ODUCER CO..mc. 812 BROADWAY,N.Y.3 Dept. JT 





SLOAN, COOK & LOWE 


CONSULTING ENGINEERS 
120 SOUTH LA SALLE STREET 
CHICAGO 


Appraisals—Original Cost Studies 
Depreciation, Financial, and Other 
Investigations 








MANFRED K. TOEPPEN 


Engineer 


Consultation © Investigation 
Reports 


261 Broadway, New York 7, N. Y. 












INSPECTION SERVICE 
For poles, crossarms, and other timber prod- 
ucts. Preservative treatments of timber 
products. Analyses of wood preservatives. 


A. W. WILLIAMS INSPECTION COMPANY 


Main office and laboratories: Mobile, Ala. 
Branch offices: 
New York, N. Y., St. Louis, Mo., and Eugene Ore. 
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J. G. WRAY & CO. 


Consultants 
Plant—Engineering—Traffic 
Fundamental Plans 
Equipment Type Studies 
Valuations and Analyses 
for Rate Adjustments 
Original Cost 
Continuing Property Recoras 


231 S. La Salle St., Chicago 
Tel. State 9556 
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